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Kristiania Telephone Network, Trunk Routes and Positions of Exchanges 





The Full Automatic Telephone System in Kristiania-Norway 


By M. L. KRISTIANSEN 
Chief Engineer, Kristiania Telefonanlaeg 


HE first telephone exchange in Kris- 

tiania, the capital of Norway, was 

opened early in 1880 by the Inter- 
national Bell Telephone Company. Shortly 
afterwards, another company, provided with a 
municipal license, was started in competition 
with the Bell Exchange. This company, ‘‘Kris- 
tiania Telefonforening,’’ opened its exchange in 
the summer of 1881. The inconvenience and diffi- 
culties which resulted from having two separate 
companies operating in the same area were soon 
evident and, after three years of fighting, the 
municipal authorities peremptorily requested the 
competitors to make peace and to form a single 
company. The result of this fusion was the 
‘‘Kristiania Telefonselskap,’’ which forms the 
nucleus of the present local telephone system in 
Kristiania. This company had, at the com- 
mencement, about 1,300 lines and 1,600 sub- 
scribers’ sets. On the Ist January, 1901, the 
whole local telephone system was taken over by 
the Government and became part of the State 
telephone system. 

As a matter of interest, it may be mentioned 
that all telephone exchanges in Kristiania with 
the exception of the small exchange built by the 
“‘Kristiania Telefonforening,” were manufac- 
tured by the Bell Telephone Manufacturing 
Company, and that the automatic exchanges 
now being installed are being supplied by the 
same company from their factory in Antwerp. 

When the present manual exchange was 
opened in 1896 it typified the latest construction 
in manual exchanges. It is a local-battery ex- 
change, with multiple jacks and self-restoring 
drops, the multiple having capacity for 10,000 
lines. 

As the tariff was cheap—80 kroner per annum 
(flat rate)—and the city prosperous and pro- 
gressive, this exchange had to be extended after 
comparatively few years; a second exchange of 
the same type and equal capacity was therefore 
installed. At the same time, the city had grown 
beyond its original boundaries and five satellite 
exchanges had to be installed in the suburbs. 
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In 1906 the situation had developed to such an 
extent that the manager, Mr. Iversen, sent plans 
and proposals to the Telegraph Administration 
for the reconstruction of the whole exchange sys- 
tem. Difficulties of different descriptions, how- 
ever, arose and the question was postponed until 
1912, when a committee was sent abroad to 
study the latest developments with special refer- 
ence to the automatic exchange system which had 
then begun to get a foothold in America and on 
the Continent of Europe. This committee, of 
which the manager was a member, gave on its 
return a very comprehensive report to the Tele- 
graph Administration and recommended the 
introduction of a full automatic system in Kris- 
tiania. The reason given was that calculations 
based on careful investigations showed that a full 
automatic system would give rise to the lowest 
annual charges per line. This recommendation 
was approved by the Director-General of Tele- 
graphs and by the Minister of Public Works, 
whereupon the ‘“Storting’’ (parliament) voted 
the necessary credit. At the same time, it was 
decided that the external plant should be laid 
underground within the city area and that aerial 
cables and open lines should be used only where 
the local conditions did not justify an all- 
underground system. 

In 1915, invitations for tenders for a full auto- 
matic system for 30,100 lines were sent out. 
The following exchanges were to be built: 


erent, 6 0S. sacs ie lesen eeee 13,000 lines 
PO os. Boi cas cate se haat elo. 6,000 lines 
PAMEE DONE occ c once sees d3ae 088 4,000 lines 
DR aR RE ee oes cts 205) ae ats Serena Tork 2,000 lines 
NO i. Peta a. oh Na at aca aceon anes ais 2,000 lines 
together with the following satellites— 
PAPE OMI eos ot. ass se ins SEO 1,000 lines 
SORENESS Tio ar Ba ogcapo 1,000 lines 
CNET re LR eh reo cs ar ad ai 1,000 lines 
OER ore ebb lea oli hy wi aaron 100 lines 


For all these exchanges, with the exception of 
the Skéien satellite, new buildings were to be 
erected. The relative positions of these ex- 
changes and the trunk routes are shown on the 
skeleton map. 
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When the tenders were received, a committee 
was formed to decide upon the matter. The 
members of this committee were Mr. Abild. 
Chief Engineer of the Telegraph Administration, 
Mr. Iversen, Manager of the local telephone sys- 
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of Telegraphs and Telephones, a contract was 
according signed in March, 1916. 

The trunking scheme approved is shown in the 
junction diagram illustrated in Figures 1 and 2. 
This diagram also shows the estimated traffic 
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Figure 1—Junction Diagram—Kristiania Area 


tem, Mr. Engset, Chief of the Traffic Branch of 
the Telegraph Administration, Mr. Johannsen, 
Manager of the Copenhagen Telephone Com- 
pany and Mr. Hultman, Chief Engineer and 
Manager of the Stockholm Telephone System. 
This committee recommended, unanimously, 
that the tender from the Western Electric Com- 
pany for‘a machine switching system be accepted 
and, with the approval of the Director-General 


and the number of trunks and switches to be 
furnished. 

The work in connection with the erection of 
the new buildings and the reconstruction of the 
outside plant was immediately put in hand. 
Shortly after the start, however, difficulties of 
different kinds, consequent on the World War, 
began to make themselves felt. The gieater 
part of the equipment was accordingly scheduled 
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for manufacture at the Western Electric Com- 
pany’s works at Hawthorne. Shipping diff- 
culties caused considerable delays and a large 
amount of equipment was lost in the 5S. 5S. 
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However, the difficulties came to an end and the 
first automatic exchange—Frogner—was opened 
to traffic on the 21st February, 1921, with 2,000 
Only 16 


lines. The cut-over was a good start. 
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Figure Junction Diz 
Kristianiafjord, when she was wrecked near 
Newfoundland. 
aggravated when America entered the war. 


The situation was, of course, 
At 
the same time, the plans for the outside work 
were correspondingly delayed chiefly because of 
the difficulties encountered in obtaining cable. 
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and 


false calls were recorded the exchange 
troubles were a minimum. 

In March, 1922, another group of 2,000 lines 
was transferred from the old manual exchange 
to Frogner. In June, 1923, the Fagerborg ex- 


change was opened with 2,000 lines and during 
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Figure 4—Gear-Driven 100 Point Line-Finder Bays 
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the night between the 26th and 27th July, 1924, 
the Centrum Exchange, with 4,500 lines, and the 
Skéien satellite, with 900 lines were brought into 
use. The number of P.B.X’s transferred to full 
automatic working at the same time was 105 
and the total number of subscribers’ sets was 
9,300. 

At present, the Kristiania system has about 
14,000 full automatic lines and 12,000 lines con- 
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into force. This has, of course, complicated the 


situation, since the traffic studies made in the 
manual exchange are of less value when new 
exchange areas are being formed simultaneously. 
The decrease in the calling rate due to the intro- 
duction of the message rate is not uniform for 
the different automatic areas and, at the same 
time, the trunking between the new exchanges 
could not be calculated with exactitude before- 


Figure 3—Friction-Driven 60 Point Line-Finder Bays 


nected to the manual exchange. In December, 
1924, the Slemdal satellite was cut over with 
about 1,000 working lines and about three or 
four months later another group of 5,000 lines 
was transferred from the old manual exchange 
to Centrum and Fagerborg. This represents 
about 20,000 full automatic lines in operation 
and about 7,000 lines on the old system. Two 
vears hence, all subscribers in the Kristiania area 
will have full automatic telephone service. 
When subscribers are transferred to the auto- 
matic system, the new message rate will come 





hand. The plans had therefore to be made 
sufficiently flexible to meet the new conditions. 
This also applies to the traffic between the 
manual and automatic systems and vice versa. 
The amount of the equipment which could be 
installed in the old exchange was limited owing 
to the lack of floor space. However, serious 
difficulties have not arisen from this cause. 

The Western Electric Company’s No. 7-A 
Machine Switching System is so well known that 
a detailed description would be out of place here. 
Bays of friction-driven Ist line finders are shown 
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in Figure 3. The new type of gear-driven 
finders used for distributing the calls to the 
special service operators are illustrated in Figure 
4, and bays of group selectors are shown in 
Figure 5. A short account with illustrations of 
the general plan and installation in the largest 
exchange—Centrum—together with a few par- 
ticulars regarding the performance of the oldest 
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manner illustrated in the diagram shown as 
Figure 7. The underground cables are taken up 
from the cable vault in shafts, constructed 
specially for this purpose in the walls, and they 
terminate in potheads on the wall alongside the 
Main Distributing Frame. From the potheads, 
100 pairs silk and cotton insulated lead-covered 
cables run to strips of soldering tags on the 





Figure 5—Selector Bays 


automatic exchange—Frogner—may prove in- 
teresting. 

The Centrum area is the busiest part of the 
city, 97° of the telephones being business lines, 
thus leaving 3° only for the residence lines. 
The exchange is located on the second floor of a 
new big building, Figure 6, which is constructed 
for the joint use of the telegraph offices, toll 
exchange, Administration offices and the local 
telephone system. The exchange, which at the 
present time has a capacity for 13,000 lines, 
occupies a floor space of 1,600 square meters, 
over which the equipment is distributed in the 


The 
jumpering across to the protectors (exchange 
side of M.D.F.) is made by means of twisted 
Then follows 


‘line’ (horizontal) side of the main frame. 


flameproof rubber-covered wire. 
in the usual order the service meter racks, inter- 
mediate distributing frame and line and cut-off 
relay racks. The toll switching sections, Figure 
8, are located in a separate room on the floor 
above and consist of four sections equipped for 
the time being with eight operators positions and 
two hospital positions. There are 40 cords on 
each operators’ position and the traffic is handled 


on the order-wire basis. When a connection is 
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put up, the toll operator has the entire control of 
the connection. Figure 9 shows the information 
desks and Figure 10 the recording and complaint 
positions, with the four-position Wire-Chiefs 
Desk in the background. 

The power plant is installed in two spacious 
rooms next to the terminal room. One central 
battery, shown in Figure 11, of 48 volts, 4,200 


ean 


‘ 


1 
| 


driven emergency sets are provided supplving 3- 
phase alternating current at 230 volts. Further, 
there are two ringing machines; one arranged to 
be run off the city supply mains and the other 
from the emergency sets. As a further reserve 
for the automatic exchange, telegraph offices, toll 
exchange, lits, etc., a Diesel oil engine with a 
100 K.W. generator will be installed in the base- 





Figure 8—Toll Switching and Semi-B Positions 


ampere-hours capacity and seven counter E.M.F. 
cells are provided. Two charging sets are in- 
stalled taking 230 volts, 3-phase on the motor 
side, the motors being of 65 horse-power. Each 
generator has a capacity of 36 K.W. and 600 
amps. at 45-70 volts, and the two sets can be run 
in parallel if required. These generators have 
been constructed by the Oerlikon Company, of 
Switzerland. During the busy part of the day 
the generators take the exchange load _ direct, 
with the battery floating. After 4 o’clock the 
full load is taken by the battery. Two battery 


ment. Figures 12 and 13 are two views of the 
power equipment and show the charging sets, the 
emergency sets and the ringer equipment. The 
powerboard shown in Figure 14 is the standard 
Western Electric type of black slate with instru- 
ments and fittings in copper. Automatic voltage 
regulation is provided. Close to the main frame 
are the Wire Chief’s desk and complaint desk 
in two separate rows. The subscriber cards and 
trouble slips are sent forward and backward be- 
tween the desks by means of an automatic 


‘Haller’? conveyor. A complete arrangement 
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Figure 10—Wire Chief and Complaint Desks 
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for automatic routine testing of cord circuits and 
switches is being installed. 

The “special services,” viz., toll recording, 
suburban outgoing calls, telegram recording, 
Wire Chief, information, police and fire’ bri- 
gade are handled on a two digit basis, 7.e., 
the call numbers for these services are 01, 
02, 03, 05, 08, 09 and 00. As the 0 and the 9 
are nearest to the stop in the 7002 type of the 


satisfaction and even when Centrum was put 
into operation the whole system went practically 
without friction at all and is giving better service 
every day. This is all the more significant when 
taken in conjunction with the fact that this 
exchange is by far the busiest of all the exchanges 
as shown by the traffic curves which also show 
very marked peaks from 11 to 12 and from 2 to 
3 o'clock. Our only difficulty is the traffic to 





Figure 11—DBattery Room 


Western Electric Company's dial, a subscriber 
can call the fire station or the police even in the 
dark by feeling for the finger holes nearest the 
stop. 

For calls from the automatic to the manual 
exchange, the call indicator system is used and 
the traffic in the reverse direction is handled by 
means of semi-B positions. At present, there 
are 19 call indicator positions and 20 semi-B 
positions in operation. 

From the first cut-over of the Frogner ex- 
change, the system has worked to our entire 


and from the manual exchange, but the cause is 
obvious when taking into account the fact that 
half of the sections in the old exchange are 28 
years old. The public have received the auto- 
matic system very favorably and consider it a 
great improvement. A characteristic sign of 
this is that we receive, not infrequently, “ Kicks” 
from manual subscribers because we have not 
yet been able to transfer them to the automatic 
exchange. 

The particulars relating to the growth of the 
Frogner automatic exchange are given in Figure 
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Figure 13—Power Room 
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15. Curves 1 and 2 in this figure show the 
growth of the lines and stations from January, 
1921, to January, 1924, whilst curve 3 gives the 
corresponding traffic in calls per line per busy 
hour. The fall in the traffic curve was the result 
of the introduction of the measured rate which 





1.32 faults per circuit per annum, whilst the final 
selector with sequence switches and _ relays 
caused 0.9 faults per circuit per annum. Finally, 
the register circuits consisting of five numerical 
switches, two sequence switches and relays 
showed 4.3 faults per circuit per annum. The 


eee eo 
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Figure 14—Power Board 


was also accompanied by an increase in the 
holding time. 

The extent of the troubles encountered with 
the machine switching equipment is very small. 
In the case of the Ist line finders, friction driven 
type, the faults per machine per annum were 
0.35. For the various types of group selectors, 
local, incomings and thirds, an average of 0.6 
faults per circuit per annum were encountered. 
These figures cover all parts of the circuit, 
relays, sequence, switch and selector. The con- 
nection circuits which comprise a 2nd line finder, 
register chooser, two seqence switches, relays 
and the Ist group switch, gave rise to a total of 


performance of the equipment in general has 
given us much satisfaction and has certainly 
enhanced the reputation of the 7—A Machine 
Switching System. 

The average time occupied in establishing con- 
nections, and the holding time for various classes 
of calls, are given below. These figures are 
up to date and represent the conditions during 
the first six months of 1924: 


Dialling tone received inc. <...05.6:015 dae 1.2 sec. av. 
Interval before first figure is dialled....... 1 a 
Time taken to dial all figures (5 digits).... 6.1 ‘ “ 
Selection time after last figure is dialled and 

until ringing or busy signal is heard..... A ee 
Time taken for called subscriber to answer. 13.7 ‘ “ 
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Conversation time including release....... 122.1 sec.av. to be opened later on. Exact figures for man- 


Delay between receipt of busy tone and re- E : . 3 
lease by calling subscriber.............. 16.1 hours for maintenance cannot therefore be given, 
Time during which a connection is held on - but the result up to the present compares favor- 


2.8 ‘ ; 
ably with the experience at other exchanges. 

In addition, it may be stated that there are 

about 250 private branch exchanges in Kris- 


DANE WD MEANS co. cvs. cis sola Showa eek ans 


As we had to build up an entirely new staff 
for the exchange maintenance, due to the fact 
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Figure 15—Frogner Exchange—Curve of Growth 


that very few mechanics could be spared from tiania. A number of these are manual C.B. 
Boards, but the greater part are magneto equip- 


ments which have been provisionally converted 


the old exchange, we have a rather large number 
of men in training at the Centrum, Fagerborg 
and_Frogner offices for the exchanges which are 


for working into the automatic system using the 
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old magneto sets furnished with dials. All of 
these will be replaced by manual and automatic 
C.B. P.B.X’s. An automatic P.B.X. of the 
Western Electric 7-A Machine Switching type, 
with capacity for 180 lines, is already installed 


for the offices of the Telegraph Administration. 
The dials and the transmitter capsules employed 
are furnished by the Western Electric Company, 
while the subsets, minus these parts, are supplied 
locally. 





Telephone Transmission Maintenance Practices 
By WM. H. CAPEN 


Engineering Department, International Western Electric Company, Inc. 


Synopsis: The requirements for telephone systems differ 
greatly from those of power transmission networks and 
have necessitated the development of special testing 
methods and technique for suitably maintaining the tele- 
phone plant. The extension of the telephone system to 
furnish universal service has added greatly to the com- 
plexity of the maintenance and has increased the necessity 
for close limits of operation for the lines and equipment. 
Consideration is given in this paper to the principal factors 
which are detrimental to telephone transmission, including 
their causes and effects and a few of the typical testing 
methods which have been developed to locate the defects 
are discussed. The testing apparatus which has been 
designed for use with these methods of test is also described 
briefly and the method of operation is given. The paper 
also points out the necessity for an economic considera- 
tion of the application of these testing methods, including 
a brief discussion of the factors involved. 


INTRODUCTION 


N contrast to that of the Power Companies, 
the commodity sold by the Telephone Com- 
panies is not power but means of com- 

munication. Primarily, this is for the trans- 
mission of intelligible speech, but as a secondary 
service many telephone companies, especially in 
the United States, supply telegraph facilities; 
these telegraph circuits may be superposed on 
the telephone circuits without interference to 
either.! 

The complexity of the tones of the human 
voice, the minute powers involved, and the large 
attenuation of the currents of the relatively high 
frequencies have required the development of a 
system and a technique of maintenance which is 
unique. Not only must the telephone system be 
capable of transmitting intelligible speech when 
the connection is made, but it must also provide 
ready means for quickly establishing such a con- 
nection and of holding it intact for the duration 
of the conversation. Furthermore, to fulfill its 
object, the telephone system should be universal 
so that a subscriber in one place may talk with 
any other subscriber in any distant part of the 
country or other contiguous country. In America 
this has already been largely realized.‘ 

From lines of only a few miles in length, the 
telephone network has expanded to thousands of 
miles and reaches from the Atlantic Ocean Island 
of Cuba to Catalina Island in the Pacific, involv- 
ing some 5,500 miles of telephone line.) From 
one communication channel for each pair of 


wires the art has developed until it is now pos- 
sible to furnish on this same pair of wires 12 two- 
way telegraph channels and 4 two-way telephone 
channels.!. Great progress is being made in the 
development of international European telephone 
communication. Plans have been suggested ”° 
and conferences of representatives from the more 
vitally interested countries have given much 
thought to the subject. It is perhaps not too 
visionary to anticipate a time when these two 
great telephone networks of Europe and America 
will be inter-connected by means of a trans- 
Atlantic channel and universal telephony will be 
more nearly a fact. 

It is often possible to produce experimental 
apparatus which, under the skilled manipulation 
of the engineer who developed it will accomplish 
certain results. It is quite another proposition, 
however, to modify this laboratory set-up in such 
a way that it may be manufactured in quantity, 
be capable of installation and maintenance by 
non-technically trained forces, and be available 
to the operating companies at a cost which will 
allow adequate returns with moderate service 
charges, which later are often regulated by the 
Government and frequently placed at a low 
figure. 

The commercializing of highly intricate and 
delicate apparatus is itself no small feat and is as 
truly an engineering achievement ? as the funda- 
mental development necessary for the produc- 
tion of the first laboratory equipment.” The 
time worn adage, “Necessity is the mother of 
invention”’ has been amply illustrated in the 
history of the telephone art. The economic 
exigencies have in numerous instances been the 
direct cause of research work leading to the de- 
velopment of systems which make possible large 
economies through the more complete use of the 
telephone plant. This may be accomplished by 
means of superposed circuits,! as mentioned 
above, or by the application of operating meth- 
ods and signalling systems by which a given 
number of circuits are in actual service a greater 
per cent. of the time, thus obviating the neces- 
sity for establishing more circuits. 


246 








i 


ELECTRICAL COMMUNICATION 247 


ee yy EEE ERS EnSE ISIN 


In the early years of the telephone art, the cir- 
cuits were very short, involving not more than 
one or possibly two connecting or switching 
points. Relatively low - grade facilities could 
be used and little maintenance was required, 
since even marked changes in the transmission 
characteristics of the circuits would not ap- 
preciably affect the intelligibility of transmitted 
speech. 

To-day, conditions are quite different. Uni- 
versal service means long circuits and many 
switching points in a single connection. The 
introduction of repeaters in itself increased 
greatly the importance of uniform line char- 
acteristics; but without such repeaters the long 
distance service would be impossible.® Rela- 
tively small losses at any particular point may, 
however, cause serious defects in an extended 
circuit by reason of their accumulation if such 
points are recurrent. Variations in efficiency of 
equipment, such as the change in repeater ampli- 
fication, will be serious unless these factors are 
held within close limits. For example, consider 
the cable circuit between New York and Chicago 
which will be completed in the near future.’ 
The net working equivalent of these through 
circuits will be about 11 7U.* The losses in the 
line will be 500 TU. In order, therefore, to give 
an 117U net equivalent, the 19 telephone re- 
peaters in this circuit must produce a combined 
gain of 489 7U. A change in the net equivalent 
of more than +2.5 TU is considered unsatis- 
factory and it will be seen, therefore, that the 
repeaters must be maintained to very close gain 
limits. ‘Temperature changes in the course of a 
vear are large in such a cable circuit and may 
If not 
compensated for by careful maintenance of the 


change the line loss as much as 50 TU. 


automatic regulating apparatus used in such 
cases, the circuit will, of course, be inoperative. 

A complete maintenance program for the tele- 
phone system must include tests for signaling 
efficiency and the proper operation of the many 


* The Transmission Unit (7U) has recently been adopted 
in the Bell System to replace the Mile of Standard Cable 
formerly used to express transmission efficiencies. The 
TU is a logarithmic measure of the power ratio and is 


numerically equal to log 10°!. The number of TU corre- 

: mae ole : P, 
sponding to any power ratio is given by Vj, =10 logy Pp, 
The magnitude of 7U is approximately the same as the 
800 cycle mile. See References 14, 15 and 16 for dis- 
cussions of the 7U. 


relays required in the switching circuits. No 
attempt will be made to include this phase in 
the present paper as attention will be focused 
entirely upon the problems of transmission 
maintenance in the strictest sense. It will not 
even be possible to cover in detail all of this lat- 
ter side, but it is hoped to bring out the nature of 
certain defects in the telephone circuits which 
are detrimental to transmission, and to describe 
briefly some of the testing gear that has been 
developed to facilitate the location and elimi- 
nation of such troubles. 


NATURE OF DEFECTS DETRIMENTAL TO 
TELEPHONE TRANSMISSION 


The requirements for intelligible transmission 
of speech necessitates that the sound, as pro- 
duced by the receiver at the listening end, be of 
proper volume, relatively free from disturbing 
noises and cross-talk, and that the speech be 
reproduced without excessive distortion. An 
extremely low volume of speech, even in the 
absence of disturbing noises, will of course render 
speech unintelligible. On the other hand, it is well 
known that excessively loud volumes of speech 
will produce a feeling in the ear but not intelligible 
sound.!! The limits, however, between these 
extremes are very wide, and under the most 
favorable conditions it is possible to understand 
conversation when the intensity of the received 
speech varies as much as some ten billion times." 

The presence of noise, however, tends to inter- 
fere with the intelligibility, and in sufficient 
amounts will, of course, render a telephone sys- 
tem unusable. Cross-talk, or as it is sometimes 
called, overhearing, is due to the transference of 
speech currents from one circuit to another and 
may, if sufficient, interfere with speech by dis- 
tracting the attention of the listener and _ pre- 
venting his concentration on the speech from the 
sending end of his circuit. 

Even with satisfactory conditions of intensity 
in reproduced speech, and freedom from disturb- 
ing noises and cross-talk, it is necessary that the 
speech be reproduced with considerable fidelity. 
Tests have shown, however, that commercial 
telephone transmission does not require entire 
freedom from distortion’. 

The ability of a telephone circuit to resist the 
entrance of extraneous currents, either in the 





248 ELECTRICAL COMMUNICATION 





form of inductive interference or cross-talk, is 
of equal importance to the transmission char- 
acteristics of the system. Present day high-grade 
telephone circuits have reached a high degree of 
perfection in this respect. Without proper pre- 
cautions, extraneous noises may be introduced 
into a telephone circuit from inductive interfer- 
ence from power lines in the neighborhood of the 
telephone lines. Such interference is manifest 
in the production of line noises of various types, 
ranging from clicks to steady tones. By suit- 
able design of the circuits and particularly by 
proper inductive coordination of the telephone 
and power lines, such troubles are minimized." 

Cross-talk between two circuits, moreover, 
may be due to improper design, installation, or 
maintenance of circuits, and is caused funda- 
mentally by unbalances between the two circuits 
in question or by some impedance common to 
both the disturbing and disturbed circuits. 

The exact amount to which noise and cross-talk 
may be detrimental to intelligible speech de- 
pends upon the relative intensity of the disturb- 
ing currents to the telephone currents. In long 
telephone circuits utilizing repeaters, it may be 
quite possible to produce adequate volume of 
voice energy at the receiving end, but unless 
care is taken in the location of the repeaters and 
the amount of gain introduced by each, the 
amount of noise or cross-talk present in the 
received speech may be excessive. This condi- 
tion would be caused by allowing the speech 
currents to attenuate to such a point that the 
noise currents form a large proportion of the 
total line energy. The introduction of amplifi- 
cation at the repeater points will, therefore, 
raise both the voice and noise levels by an equal 
amount, while little will be gained in the way of 
improving the transmission by the introduction 
of repeaters. It is, therefore, important in long 
haul circuits, that the voice level be kept above 
a certain amount at all points in the system.* 

The decrease in the intensity of the voice 
currents as they progress from the transmitting 
to the receiving end of a telephone circuit, is due 
to the attenuation introduced by the line and to 
losses caused by associated apparatus. The at- 
tenuation caused by the line itself, as is well 
known, is due to the electrical relation of the con- 
stants of the line, and for a line of uniform 
characteristics is a steady logarithmic decrease 


per unit length of line. Apparatus losses are 
caused largely by inefficient transformers, the 
shunting effects of bridged equipments, the in- 
troduction of se1ies impedances, or combina- 
tional effects of these. All of these sources of 
transmission loss cause a weakening of the trans- 
mitted current which must either be compen- 
sated for by amplification at suitable points or 
by so designing and maintaining the system that 
the minimum received energy is not below a 
value which experience has determined as 
necessary for satisfactory service. 

As mentioned above, the telephone current 
must be reproduced with reasonable freedom 
from distortion. In this connection, it should be 
remembered that speech energy extends from a 
frequency of 60 cycles to above 6,000 cycles, 


’ Tn order 


with a maximum at about 200 cycles.' 
to produce perfectly the original speech, it is 
therefore necessary, among other things, that 
the system transmit this ranze of frequencies 
with equal efficiency over the full range. In the 
absence of other distortion and with suitable 
volume of reproduction, such a system would not 
only give 100°¢ intelligibility for speech but 
would reproduce the voice with complete natural- 
ness. Tests made in the Bell System Labora- 
tories have shown that nearly 100°% intelligi- 
bility may be obtained by the uniform trans- 
mission of a considerably narrower band of 
frequencies than this.* The transmission of fre- 
quencies from approximately 200 cycles to about 
2,500 cycles gives speech of very good intelligi- 
bility... Systems have been developed !° in 


which this range of frequency is greatly increased, 


and such systems are used in connection with the 
transmission and reception of speech in public 
address systems and more universally in connec- 
tion with radio broadcasting. The apparatus 
necessary for this higher grade of transmission is 
relatively elaborate and expensive and_ not 
economical for ordinary forms of telephone 
service. 

In addition to the unequal transmission 
efficiency of currents of various frequencies, 
generally known as frequency distortion, other 
types of distortion may be present in telephone 
circuits which are not suitably laid out or main- 
tained. In the use of telephone repeaters, dis- 
tortion may be produced if the apparatus is 
forced to handle energy greater than the specific 
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amount determined by the characteristics of the 
equipment.’ This is generally known as over- 
loading of the amplifier and is due to the non- 
linear characteristics of the amplifiers for ex- 
cessive powers, resulting in the introduction of 
frequencies not in the original impressed power. 
As is well known," the operation of two-way 
telephone circuits with repeaters requires a high 
degree of similarity over the range of trans- 
mitted frequencies, between the impedance 
characteristics of the line and those of a bal- 
ancing network connected to the 3 winding 
transformers associated with each 22 type 
repeater or with the ends of a 4-wire circuit. 
Unbalance between the line and its network 
causes return currents to flow through the cir- 
cuit, and if sufficient, and the repeater gains 
high enough, sustained circulating currents will 
be obtained, resulting in a continuous tone in 
the associated receivers, generally spoken of as 
“singing.’’ Even if the unbalances and repeater 
gains are not sufficient to produce actual sing- 
ing, they may be sufficient to cause distortion 
evidenced by a peculiar ringing effect when 
talking on such circuits. Proper maintenance 
necessitates, of course, that this near approach 
to the singing condition be prevented. 

Another form of distortion which may be 
noticeable -on long circuits is that known as 
“echo. ? This distortion is due to return cur- 
rents on circuits where the total time of trans- 
mission is sufficiently large to cause the effect 
of an echo. Each point in the circuit where an 
electrical irregularity is present is the source of 
a return current, the magnitude of which will 
depend on the magnitude of the irregularity 
and the equivalent of the line. Although the 
time of delay of such return currents may not 
be sufficient to cause a distinct echo either in 
the talker’s receiver or at the listening end, it 
may be sufficient to cause an effect similar to 
reverberation in a large empty hall and may 
therefore seriously impair the transmission. On 
long circuits, this effect may be serious even 
though the irregularity is not sufficient to cause 
distortion due to the near approach to the 
singing point. 

Still another form of distortion present in 
long circuits is caused by transient currents. 
When electrical impulses are applied to such 
circuits, peculiar transient phenomena occur. 


These effects have been discussed in consider- 
able detail in previous papers 3}5 and will not 
be dealt with here. Suffice it to say that tran- 
sients are caused by the unequal speed of trans- 
mission of different frequencies and result in a 
distortion of the received currents. The lower 
frequencies in the impressed wave reach the 
receiving end first, an appreciable time elapsing 
before the higher frequency components arrive 
and the receiving current reaches its full ampli- 
tude. Many of the speech sounds have the 
characteristics of an impulse and not those of 
a sustained tone. In extreme cases, therefore, 
the distortion caused by transients may be 
severe. The effect, of course, is dependent 
upon the type of circuit, but with proper 
methods of construction the transient effect 
can be largely overcome. 

It is probably evident from the above dis- 
cussion that the question of suitable mainte- 
nance of the telephone system from the trans- 
mission standpoint is a highly involved practice 
requiring great refinement of testing methods 
and technique. In what follows, it will be 
possible to consider only a few of the types of 
testing equipment developed for maintenance 
purposes. 


MAINTENANCE TESTING METHODS 


In order to suitably maintain the telephone 
system, it is not sufficient to have available 
suitable testing equipment by means of which 
defects may be located, but it is also neces- 
sary that some routine of tests be adopted. 
This is advisable in order that such tests be 
made at reasonably frequent and regular inter- 
vals, thereby eliminating the possibility of 
defects continuing for considerable periods as 
might be the case if testing work were carried 
on spasmodically. Certain types of defects are 
of more frequent occurrence than others and, 
therefore, tests for their discovery should be 
made more frequently than others.® The carry- 
ing out of any of these tests, of course, requires 
the expenditure of money by the telephone 
companies for testing gear and labor. The 
testing program, therefore, resolves itself into 
an economic study in which the cost of tests 
must be balanced against the decreased quality 
of service, if no tests are made. This is 
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a rather difficult problem for exact solution, 
so that the maintenance program must be 
based largely upon experience and must include 
not only a determination of what tests should 
be made and how frequently but within what 
limits the equipment must be held. These 
considerations all depend upon the types of 
circuit involved and their relative importance 
in the system as a whole. In the Bell System, 
routine instructions are issued to the operating 
companies covering these matters, and taking 
into account local conditions and _ service 
requirements.® 

The complete maintenance work includes 
DC measurements as well as AC. The former 
type, which include measurements for DC 
resistance and insulation, are relatively well- 
known and will be omitted from consideration 
here. Attention will be confined to a few of 
the AC tests which are in use in the Bell System. 


INTERFERENCE 


As previously mentioned, the ability of a 
telephone circuit to resist the entrance of 
foreign currents is of equal importance with its 
ability to transmit the necessary telephone 
currents. The presence of such extraneous 
currents is evidenced by noise in any receiver 
associated with such a circuit. It becomes 
necessary, therefore, to determine quantita- 
tively the amount of such noise and whether or 
not it is sufficient to be detrimental. 


: Line under test ' 


in iaieseardan tail 





‘io 


Vibrating element 
Measurement of line noise 


100000 
-—_—_—_—— \ | 
Receiver Sond es 
Measurement of earth noise 


Figure 1—Noise Measuring Set—Circuit 


In order to accomplish this, a testing set 
known as a noise measuring set has been de- 
veloped. (The schematic circuit is shown in 
Figure 1.) This instrument is portable and 


includes a standardized vibrating element or 
arbitrary noise standard, which produces a 
current of comparatively low fundamental fre- 


quency rich in harmonics. Figure 2 shows the 





Figure 2—Noise Measuring Set 


set. A calibrated potentiometer or noise shunt 
is required with this set and is shown in Figure 3. 
The amount of noise in a circuit is found by 
listening in a receiver which is alternately 





Figure 3—Noise Shunt 


associated with the line under test and the 
testing circuit. The noise shunt is adjusted 
until it is judged that the noise from the stand- 
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ard would cause the same interference with 
conversation as the line noise. There is, of 
course, no conversation during the test. The 
shunt calibration is such that the setting shows 
the fraction of the output current from the 
noise standard which passes through the 
receiver, expressed in millionths.§ 

In addition to determining the quantity of 
line noise, it is also advantageous in locating 
the probable source of such disturbance, to 
analyse the noise for its frequency content. 
The noise analyzer, Figure 4, the circuit of 
which is shown in Figure 5, provides a means 
for determining not only the frequencies pres- 
ent, but, by the use of the noise shunt, de- 
scribed in the preceding paragraph, of determin- 
ing roughly the magnitude of the components 
by comparison with the noise standard tone. 
The set consists further of a resonance circuit 
made up of a fixed inductance and adjustable 
capacities so arranged that the circuit may be 
made resonant for any frequency between 100 
and 2,400 cycles per second. This combina- 
tion is incorporated in the test circuit with a 
shunt for regulating the volume of the noise to 
be analyzed and with switches so arranged 
that the test may be conducted between two 
sides of a metallic circuit or between both sides 
and ground. The frequency range may _ be 
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increased by the addition of auxiliary con- 


densers. 

One of the greatest sources of line noise is 
inductive interference from neighboring power 
lines. The telephone system is more sus- 





ceptible to induced currents of some frequencies 
than of others. This is due not only to the 
transmission characteristics of the line and 
associated equipment, but also to the response 
characteristics of the receivers and the sensi- 
tiveness of the human ear. In other words, 
induced currents of certain frequencies cause 





Figure 6—Voltage Wave Telephone Interference 
Factor Set 


relatively little disturbance, say, 60 cycles, 
while the higher harmonics of this frequency 
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Figure 7—Voltage Wave Telephone Interference Factor Set—Circuit 


will produce trouble. The relative amount of 
disturbance which a given power line may 
cause can, therefore, be determined by meas- 
uring the disturbing effect of its voltage or 
current wave in a circuit which simulates in 
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overall response a telephone system. Two test- 
ing sets have been developed, one for measur- 
ing the interfering effect of a voltage wave and 
the other that of a current wave. Figure 6 
shows the voltage wave telephone interference 
factor meter and Figures 7 and 7-A the schematic 
diagram and calibration curve. The set is 
portable and is for use on power lines in which 
the low voltage side of the potential trans- 
former does not exceed 700 volts. It is com- 
posed of a thermocouple associated with a 
galvanometer which is connected to the power 
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line through a network having the character- 
istic proportioned according to the disturbing 
effect of the frequencies, so that when a num- 
ber of harmonics are present in the voltage 
wave, the meter indicates the square root of 
the sum of the squares of the individual har- 
monics.8 This, therefore, gives a direct indi- 
cation of the interference possibilities of a 
voltage wave. The actual interference will, of 
course, further depend upon the _ inductive 
relation of the telephone and power lines. 

In connection with inductive interference, 
much may be accomplished in minimizing the 
trouble by proper inductive coordination of the 
telephone and power systems through coopera- 


tion of the two interests.!7 In the United 
States such cooperation has accomplished a 
great deal and problems involving common 
rights of way, alternate routes and fundamental 
research on the subject are being given con- 
stant attention by representatives from both 
fields. 

Another type of interference present in the 
telephone system and which has already been 
mentioned is cross-talk. Measurements of this 
may be made by voice tests, complex tones or 
by single frequency measurements. The amount 
of cross-talk between two circuits will vary 
greatly with frequency.’ Measurements at a 
single frequency may, therefore, give very mis- 
leading results and unless a complete frequency 
run is made, field measurements are ordinarily 
done with a complex tone, which has been 
found to give results comparable with voice 
tests. One type of cross-talk measuring set is 
shown in Figure 8 and the details of the panel 
and one type of connection are shown in Figure 
9. The set is designed for use with three line 
impedances representative of the three classes 
found in the plant. The set contains a slide 
wire resistance calibrated in cross-talk units. 
One cross-talk unit is one millionth of the 
square root of the power put into the disturb- 
ing circuit. A measurement is made by ob- 
taining a balance between the sound in the 
receiver when connected to the line and when 
connected to the meter. 

In making measurements upon noisy lines, 
difficulty is experienced in obtaining a good 
balance. This difficulty is eliminated by con- 
necting the set as shown in Figure 9. Two 
balanced receiving circuits are used to con- 
nect the receivers, the terminals of the cross- 
talk meter and the disturbed line in such a 
manner that the line noise will be heard at all 
times in the receivers, while the presence of 
the disturbed line will not affect the current 
flowing into the receivers from the cross-talk 
meter, and vice versa. 

Cross-talk measurements must be made with 
great care and it is, of course, important that 
the measuring apparatus itself be free from 
sources of cross-talk. A set similar to that 
described, while satisfactory for line measure- 
ments such as are ordinarily required in main- 
tenance work, is not suitable for cross-talk 
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measurements on certain types of apparatus in 
which extreme precautions must be taken to 
insure results of any significance, the measure- 
ment of cross-talk in loading coil phantom 
groups, for example. 

When the measurement * of cross-talk indi- 


bridge '* to obtain an approximate location of 
the unbalances. The method is adapted from 
a similar one for locating irregularities in the 
impedances of metallic telephone circuits which 
It may be 
usefully applied only to circuits of considerable 


interfere with repeater operation. 





Figure 8—Crosstalk Measuring Set 


cates that the unbalances of the circuit are 
greater than the allowable limit, measurements 
may be made with an impedance unbalance 


* This brief discussion has been taken from the recent 
paper by Messrs. Ferris and McCurdy—*“ Telephone Cir- 
cuit Unbalances—Determination of Magnitude and 
Location”’ presented at the Pacific Coast Convention 
of the A. I. E. E., Pasadena, California, Oct. 13-17, 1924. 





length, approximating 50 miles or more of open 
wire. Shorter lengths may be tested in cables. 
The bridge is shown in schematic form in 
Figure 9-A connected, with a phantom circuit 
as a superposed reference, to locate the unbal- 
ances of a side circuit. 

The bridge is made up of a pair of equal ratio 
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arms with a fixed inductance and _ resistance 
which are connected in series with one side of 
the line and an adjustable resistance and in- 
ductance which are connected in series with 
the other. It is thus possible to adjust the 
bridge for balance whether one side of the line 
or the other is higher in impedance without 
having to reverse the bridge terminals with 
respect to those of the line. <A telephone re- 
ceiver is used as a detector and an adjustable- 
frequency vacuum tube oscillator as a source 
of energy. 

The method consists in balancing the bridge 
at a number of frequencies at definite intervals 
in the range from 200 to 2,000 cycles and deter- 
mining the magnitude and sign of the resistance 
and inductance unbalances which must be in- 
serted in the bridge in order to compensate for 
those in the line. The values of equivalent 
resistance and inductance unbalance thus ob- 
tained are plotted as funtions of the frequency. 
From these curves a location may be deter- 
mined for the unbalance or unbalances if their 
number is not too great. 


EFFICIENCY MEASUREMENTS 
When considering the efficiency of a telephone 


system or a part thereof, the most obvious way 
of obtaining a result is to talk over the system, 
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the communication art and will not be con- 
sidered in detail. Such tests give a direct 
measure of the volume efficiency of the circuit 
to voice currents. In order to determine the 
intelligibility of transmitted speech, informa- 
tion is required on the distortion occurring in 
the circuit as well as knowledge of the volume 
of reproduction and the amount of the dis- 
turbing noise. The intelligibility may also be 
measured directly by recording the percentage 
of intelligible speech the system is capable of 
producing.® These tests’ are rather laborious 
and, consequently, not well adapted in general 
for maintenance work. A great number of 
observations must be made in order to obtain 
an answer of reasonable precision when making 
talking-listening tests. The difficulty is due to 
the variables in the voice, the changes in micro- 
phone efficiency and the vagaries of the human 
ear. Listening tests with a single frequency 
tone or a steady complex tone are much 
more readily made.’ Still further gains in 
the ease of making efficiency tests may be 
obtained by using visual reading testing sets in 
certain cases. 

Transmission efficiency tests in maintenance 
work are generally made with single frequencies 
or standardized complex tones. Considerable 
study has been required to correlate these tests 
with direct voice tests, but the advantages 
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Figure 10—Transmission Measuring Set 


Simplified Diagram Showing Arrangement for Straightaway Tests. Solid Position of Switches Show 


Connections for Calibrating. Dotted Position 


listening at the other end and comparing its 
volume of reproduction with that of some stand- 
ard system.” If parts of a system are to be 
considered, a test can similarly be made by 
comparing one part with a standard part or 
by noting the change in volume by inserting 
and removing the part in question.’ This 
type of test is familiar to all acquainted with 


of Switches Show Connections for Measuring 


have justified the research. In certain cases, 
efficiency measurements covering a wide range 
of single frequencies are made. Numerous test- 
ing sets have been developed to meet the various 
types of maintenance work, but only two typical 
sets will be considered; one is for measuring 
transmission loss and the other is designed to 
measure repeater gains. 
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MEASURING TRANSMISSION LOSSES 

Figure 10 gives a schematic diagram of the 
circuit used for and Figure 11 shows the set. 
Similar to a large number of testing sets designed 
for maintenance work, this set is portable. It 
employs a direct reading meter for visual indi- 
cation. It is calibrated in miles of standard 
cable * from 0 to 30, making possible the meas- 
urement of losses between these limits to an 


While any source of alternating current hav- 
ing the proper output, suitable wave form and 
frequency can be used, a _ special oscillator 
generating a 1,000-cycle current has been de- 
signed for use with this set. This oscillator 
will be described later. 

Both the measuring set and its oscillator oper- 
ate satisfactorily from the regular 24-volt central 
aoffice battery s a source of power. The set 





Figure 11—Transmission Measuring Set 


accuracy of 0.1 mile of standard cable. These 
measurements may be made with great ra- 
pidity. The set is also arranged to permit 
the current supply conditions of subscribers’ 
operators’ cord circuits and switching trunks to 
be measured. 


* The testing equipment now calibrated in miles of 
standard cable is being converted to read in transmission 
units (TU) as rapidly as possible. See references 14, 15 
and 16, for discussions of the TU. 


contains two vacuum tubes, but does not re- 
quire a separate plate battery, the 24-volt bat- 
tery supplying both filament and plate cur- 
rents. The detailed operation of this set has 
been described in previous publications and will 
not be gone into in detail.?; 8 Briefly, the opera- 
tion of the set consists of an application of the 
substitution method in which the total loss 
caused by a calibrated network is decreased so 
that the loss caused by the remaining portion 
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of this calibrated network, plus the unknown 
network, is the same as the original total loss. 
This is evidenced by obtaining an equal meter 
deflection under the two conditions of test. 

With this set tests may be made on loops 
where both terminals are available; and by 
triangulation methods losses of straight circuits 
may be obtained by looping with other circuits 
at the distant end, provided the efficiency of 
one of the circuits used in the triangulation is 
known. The losses of cord circuits, repeating 









energy of the set at the receiving end in a 
similar manner to that outlined above. 

In order that the gain given by any repeater 
of either the two-wire or four-wire type may be 
checked and the apparatus calibrated for the 
actual gain at any setting of the gain control, 
it is necessary to provide at least one repeater 
gain set in a repeater station. One type of 
such a set is shown in Figure 13 and the schematic 
diagram of the circuit is given in Figure 12. 
This set is capable of measuring gains up to 
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Figure 12—Repeater Gain-Measuring Set—Circuit 


coils, etc., may also be determined. If two of 
these sets are available, one at either terminal 
of the line, the efficiency of the line may be 
determined directly: by a straight-a-way test. 
The connections are shown in Figure 10. This 
test is accomplished by adjusting the AC input 
to the unknown line and the input of the sending 
circuit of the set at the receiving end to the 
same value and then comparing the output 
energy from the line under test with the output 


46 miles of standard cable in steps of 144 mile. 
This particular set is designed to mount on the 
same racks as the repeater and consists of two 
panels, one of which comprises the gain unit 
and the other an amplifier unit. In the opera- 
tion of the set, an alternating current of any 
frequency from 100 to 3,000 or more cycles 
per second is applied to the input terminals of 
the gain unit and to a regulating device from 
which it passes to a repeating coil. The cur- 
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rent then flows through two separate circuits 
which are connected in series on the secondary 
side of the coil. These two separate circuits 
again join in the switching key. 

Referring to the diagram, the current in the 
upper circuit of the gain unit passes through an 





The amplifier circuit which is shown in the 
lower part of Figure 12, contains two vacuum 
tubes, the first acting as an amplifier and the 
second as a detector. A galvanometer is con- 
nected in the plate circuit of the latter. The 
key of the gain unit is connected to the first 
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ADJUSTMENT 


Figure 13—Repeater Gain-Measuring Set 


artificial line, which is shunted by a variable 
resistance controlled by a dial switch and is 
designed to give losses in steps of 5 standard 
miles. The terminals of this artificial line are 
connected to the input of the repeater under 
test, the output terminals of which are con- 
nected to another artificial line closed with the 
resistance. The terminals of this latter re- 
sistance are connected to a switch as shown. 
The lower circuit of the gain unit contains a 
fixed resistance shunted by another variable 
resistance, the latter being controlled by a dial 
switch designed to give losses in steps of 14 mile 
of standard cable. Terminals of this adjustable 
resistance are also connected to the key. 


tube of the amplifier through an input trans- 
former. With no alternating current applied, 
the reading of the galvanometer is adjusted to 
10 divisions by varying the grid potential on 
the detector tube by means of an adjustable 
resistance connected across the filament of the 
first tube. It will be seen that the key in the 
gain unit will connect the amplifier to either of 
the two circuits inthis unit. In order to make 
a test for the gain of a repeater, the connec- 
tions are made as described, the alternating 
current is applied and the two adjustable dials 
are operated until the same galvanometer de- 
flection of approximately 50 divisions is obtained 
for either position of the key. It may be seen 
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that under the above-named condition, the 
voltages developed at the end of both the upper 
and lower circuits of the gain unit are equal, 
and since the currents which enter these two 
circuits are identical, the gain given by the re- 
peater must, of necessity, be equal to the differ- 
ence of the losses caused by the shunts and the 


a 





at single frequencies between 100 and 3,000 
or more cycles may be used. 
BALANCE MEASUREMENTS 


As previously mentioned, the proper opera- 
tion of two-way circuits equipped with repeaters 


Figure 14—Impedance Irregularity Measuring Set 


artificial lines included in the two circuits.’ 

A panel mounted single frequency oscillator 
consisting of two vacuum tubes is generally pro- 
vided at repeater stations for use with this set, 


although any oscillator capable of giving power 


requires a high degree of similarity between the 
impedance characteristics of the line and the 
balancing network associated with each 3 wind- 
ing transformer. Ina line of perfectly uniform 
constants, the impedance characteristic will vary 
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gradually within the range of frequencies trans- 
mitted by the line. Any sudden change from a 
line of one type to that of another, the insertion 
of equipment, irregular spacing of loading coils, 
the use of wrong types of inequality ratio re- 
peating coils, etc., will cause reflection of the 
current wave at the point of irregularity.’ 
This reflected wave will return to the sending 
end of the line and cause an irregularity in the 
impedance at some frequency which is depend- 
ent upon the line characteristic and the distance 


conditions of opening and shorting the other 
line. The total calibrated gain introduced by 
both elements of the repeater is then equal to 
the singing point. Two values of singing point 
will be obtained in general, corresponding to the 
open circuited and short circuited condition of 
The lower value is taken as 
These two values of sing- 


the second line. 
the one of interest. 
ing point correspond to two possible phase pol- 
ings of the current. Either poling may occur 
in practice and it is, therefore, advisable to 
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Figure 15—Impedance Irregularity Measuring Set—Circuit 


away of the irregularity. The magnitude of 
the impedance irregularity will depend upon the 
characteristic of the irregularity itself and the 
amount of attenuation occurring between the 
irregularity and the point at which the im- 
pedance is measured. 

If such impedance irregularities are sufficient, 
they will cause distortion in the repeater, if not 
actual singing. One means of determining the 
magnitude of these irregularities is to find the 
maximum gain at which the repeater may be 
operated without actual singing. The singing 
point between a line and its network may be 
obtained with a 22 type repeater by determin- 
ing the maximum gain at which the repeater 
may be operated without singing under the two 


operate the repeaters on the assumption of the 
occurrence of the lower value of singing point. 
Such a test gives a singing point at a frequency 
dependent upon the interrelation of the repeater 
gain characteristic and the similarity of the 
line and network impedances. 

It is often desirable to obtain further data 
on the line singing point which is independent 
of the repeater characteristic and which gives 
information on the frequencies causing the low- 
est singing point. One type of testing gear by 
which this is accomplished rapidly is shown in 
Figure 14, the schematic circuit of which is shown 
in Figure 15. This equipment is known as an 
impedance unbalance measuring set. The opera- 
tion of the set is somewhat similar to that of a 
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transmission measuring set since it actually 
measures the loss through a 3 winding trans- 
fermer connected to a line and its balancing 
network. If the line and network balance per- 
fectly, there will, of course, be no transfer of 
energy across the coil and the loss will be infinite. 
When an unbalance exists, however, there will 
be a transfer of energy between the two branches 
of the coil not associated with the line and net- 


line 
> © 
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sistances and keys are included in the circuit to 
facilitate the operation and to compensate for 
certain factors. 

Briefly, the operation of the set is as follows: 

The line and network under test being dis- 
connected by the key K, the dials controlling 
the artificial line are set at 0 and the galvanom- 
eter reading made 0 by adjustment of the 


potentiometer. The key K is then operated, 
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Figure 16—Line Impedance Bridge—Circuit 


work, or a finite loss will exist. The impedance 
unbalance measuring set is designed to measure 


this loss. It operates on the principle of the 
substitution method combined with the null 
method. 


Referring to the diagram of Figure 15, it will 
be seen that current from an oscillator is ap- 
plied to two branches of a circuit. One con- 
nects directly to a rectifier tube and the other 
to a 3 winding transformer and adjustable arti- 
ficial line calibrated in miles of standard cable 
and hence through a two-stage amplifier to 
another rectifier tube. The rectified currents 


from both tubes are passed through a galvanom- 
eter in opposing relation so that no deflection 
will occur if the rectified currents from the two 
branches are equal. 


Various transformers, re- 


connecting the line and network to the 3 wind- 
ing transformer and the dials are manipulated 
until the galvanometer deflection is again re- 
stored to 0. The dial readings are so calibrated 
that they indicate directly the singing point 
between the line and the network for the fre- 
quency of the applied current. The singing 
point may in this way be obtained for the full fre- 
quency range of interest. This set may also be 
used for measuring repeater gains and for deter- 
mining the location of an irregularity. 
Ordinarily, the location of an irregularity is 
the sequence to finding a line with too low a 
singing point. To accomplish this directly, it 
is necessary to measure the impedance of the 
line over the range of transmitted frequency. 
For this purpose, an impedance bridge is used 
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which is based on the Wheatstone principle. 
One form is shown in Figure 16. The bridge 
is balanced by means of a head receiver and 
has a range from 0 to 11,110 and minus 0.530 
to plus 0.530 henries and an accuracy of about 
1%. The location of the irregularity is deter- 
mined from the frequency range between the 


tube oscillator with a range of from 100 to 
5,000 cycles. 

The 1,000-cycle oscillator is shown in Figure 
17 and the schematic diagram in Figure 18. 
This is an inductor type alternator in which the 
1,000-cycle current is produced by a toothed 
laminated iron rotor which varies the flux in the 





Figure 17—1,000 Cycle Oscillator 


irregularity peaks as found by the impedance 
measurement and the speed of propagation of 
current wave over the circuit under investi- 
gation.® 


SOURCES OF ALTERNATING CURRENT 


Among the sources of the alternating current 
which are used with the testing apparatus above 
described, is a single frequency 1,000-cycle 
source and an adjustable frequency vacuum 


stator, thus inducing alternating current in the 
two stator coils shown in the diagram. The 
DC flux is produced by an exciting coil con- 
nected to a 24-volt supply. The rotor is driven 
at constant speed by a governor controlled motor 
which is also operated from the 24-volt supply. 
In order to purify the tone, a filter is intro- 
duced in the output circuit. The oscillator is 
designed primarily for use in central offices 
where a 24-volt supply is available and for fur- 
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nishing the 1,000-cycle current for the trans- 
mission testing set previously described. 

For making impedance unbalance tests and 
impedance irregularity measurements, an ad- 
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2+ volts 


It comprises an oscillator tube, two amplify- 
ing tubes and an adjustable resonant control 
circuit. The frequency is adjusted by varying 
the capacity and inductance of this resonant 
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Figure 18—1,000 Cycle Oscillator—Circuit 


justable frequency source of alternating current 
is required. One oscillator which will produce 
current from 100 cycles to 5,000 cycles is shown 
in Figure 20 and the schematic diagram in 








[48000w 


Input 
transformers 


© 
Earth 


circuit which is associated with the oscillating 
tube. A number of features essential in an 
instrument intended for accurate measurements 


are secured by circuit arrangements. The fre- 


2uk 


Repeating, 
coil 


Lu F 
g 
Output 


LIN29 0A—OS 0 0.09 
Oo OFF) 






° 
4V 130V 


Figure 19—100-5,000 Cycle Oscillator—Circuit 


Figure 19. This is a typical vacuum tube 
oscillator capable of furnishing a substantially 
pure tone over the above range with an accuracy 


of 0.140% in 20-cycle steps. 


quency of oscillation is made relatively inde- 
pendent of the tube characteristics so that the 
replacement of the tubes does not necessitate 
recalibration. The frequency is also independ- 
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ent of small changes in filament current, plate 
voltage, and of the output power. 

The output of the oscillator is controlled by 
means of a potentiometer connected in the cir- 
cuit between the two amplifying tubes. The 
power supply required for this oscillator is 1 
ampere at 24 volts for the filament supply and 





ments which have been developed for use in 
telephone transmission maintenance work. Many 
other types are available and in-use. These in- 
clude oscillators producing alternating current 
at frequencies up to 50,000 cycles for testing 
work on carrier current circuits. For certain 
tests oscillators producing a continuously vary- 
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Figure 20—100-5,000 Cycle Oscillator 


0.05 ampere at 120 volts for the plates. A 
rheostat and meter are provided for adjusting 
the filament current. 


OTHER TyPES OF TESTING EQUIPMENT 


It has, of course, been impossible to more 
than briefly describe a few of the testing equip- 


ing frequency between certain limits are used; 
these are intended to simulate the voice currents. 

Only one type of impedance bridge has been 
mentioned, but others are in use, including ca- 
pacity unbalance bridges, capacity bridges, and 
bridges which are balanced with respect to 
These used in connection with 


ground. are 
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nishing the 1,000-cycle current for the trans- 
mission testing set previously described. 

For making impedance unbalance tests and 
impedance irregularity measurements, an ad- 
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circuit. The frequency is adjusted by varying 
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Figure 18—1,000 Cycle Oscillator—Circuit 


justable frequency source of alternating current 
is required. One oscillator which will produce 
current from 100 cycles to 5,000 cycles is shown 
in Figure 20 and the schematic diagram in 
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Figure 19—100-5,000 Cycle Oscillator—Circuit 


Figure 19. This is a typical vacuum tube 
oscillator capable of furnishing a substantially 
pure tone over the above range with an accuracy 
of 0.140% in 20-cycle steps. 


quency of oscillation is made relatively inde- 
pendent of the tube characteristics so that the 
replacement of the tubes does not necessitate 
recalibration. The frequency is also independ- 
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ent of small changes in filament current, plate 
voltage, and of the output power. 

The output of the oscillator is controlled by 
means of a potentiometer connected in the cir- 
cuit between the two amplifying tubes. The 
power supply required for this oscillator is 1 
ampere at 24 volts for the filament supply and 


ments which have been developed for use in 
telephone transmission maintenance work. Many 
other types are available and in use. These in- 
clude oscillators producing alternating current 
at frequencies up to 50,000 cycles for testing 
work on carrier current circuits. For certain 
tests oscillators producing a continuously vary- 
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Figure 20—100-5,000 Cycle Oscillator 


0.05 ampere at 120 volts for the plates. <A 
rheostat and meter are provided for adjusting 
the filament current. 


OTHER TYPES OF TESTING EQUIPMENT 


It has, of course, been impossible to more 
than briefly describe a few of the testing equip- 


ing frequency between certain limits are used; 
these are intended to simulate the voice currents. 

Only one type of impedance bridge has been 
mentioned, but others are in use, including ca- 
pacity unbalance bridges, capacity bridges, and 
bridges which are balanced with respect to 
ground. These are used in connection with 
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locating capacity unbalances in circuits and 
determining the capacity of office wiring, etc., 
which latter may cause dissimilar impedances 
on the line and network sides of repeaters. The 
balanced bridges are used in measuring the 
impedances of the repeaters themselves. 

Nothing has been said with regard to special 
equipment used in carrier current testing. This 
cannot be included here. Suffice it to say that 
because of the high frequencies involved, special 
precautions must be taken in designing and 
using such testing gear in order to prevent the 
effects of unbalances and high frequency losses 
from obscuring the characteristics of the circuits 
under test. 

CONCLUSION 


It is not anticipated that the above discussion 
will enable those interested in this subject to 
set up and carry out a complete maintenance 
program, but it is hoped that sufficient has been 
said to emphasize certain of the essential re- 
quirements for the economical application of 
such a program. Only through issuing ade- 
quate detailed information on the subject to 
the operating forces, rigid application of the 
tests by these forces, constant study of results 
and improvement of testing gear and methods, 
is it possible to obtain satisfactory operation of 
the equipment involved and full returns from 
the large amount of capital invested in the 
modern telephone plant. 
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Selective Circuits and Static Interference* 


By JOHN R. CARSON 


Department of Development and Research, 


Review of the Subject: The present paper has its incep- 
tion in the need of a correct understanding of the behavior 
of selective circuits when subjected to irregular and 
random interference, and of devising a practically useful 
figure of merit for comparing circuits designed to reduce 
the effects of this type of interference. The problem is 
essentially a statistical one and the results must be ex- 
pressed in terms of mean values. The mathematical 
theory is developed from the idea of the spectrum of the 
interference and the response of the selective circuit is 
expressed in terms of the mean square current and mean 
power absorbed. The application of the formulas de- 
duced to the case of static interference is discussed and it 
is shown that deductions of practical value are possible 
in spite of meagre information regarding the precise 
nature and origin of static interference. 


I 


HE selective circuit is an extremely 

important element of every radio receiv- 

ing set, and on its efficient design and 
operation depends the economical use of the 
available frequency range. The theory and 
design of selective circuits, particularly of their 
most conspicuous and important type, the elec- 
tric wave filter, have been highly developed, 
and it is now possible to communicate simul- 
taneously without undue interference on neigh- 
boring channels with a quite small frequency 
separation. On the other hand too much has 
been expected of the selective circuit in the way 
of eliminating types of interference which in- 
herently do not admit of elimination by any 
form of selective circuit. I refer to the large 
amount of inventive thought devoted to devising 
ingenious and complicated circuit arrangements 
designed to eliminate static interference. Work 
on this problem has been for the most part futile, 
on account of the lack of a clear analysis of the 
problem and a failure to perceive inherent 
limitations on its solutions by means of selective 
circuits. 

The object of this paper is twofold: (1) To 
develop the mathematical theory of the be- 
havior of selective circuits when subjected to 
random, irregular disturbances, hereinafter de- 
fined and designated as random interference. This 
will include a formula which is proposed as a 


* Presented at the Annual Convention of the ‘A. I.E, E, 
Edgewater Beach, Chicago, IIl., June 23-27,. 1924. 
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measure of the figure of merit of selective circuits 
with respect to random interference. (2) On the 
basis of the theory to examine the problem of 
static interference with particular reference to the 
question of its elimination by means of selective 
circuits. The mathematical theory shows, as 
might be expected, that the complete solution 
of this problem requires experimental data 
regarding the frequency distribution of static 
interference which is now lacking. On the other 
hand, it throws a great deal of light on the whole 
problem and supplies a formula which furnishes 
the theoretical basis for an actual determination 
of the spectrum of static. Furthermore, on the 
basis of a certain mild and physically reason- 
able assumption, it makes possible general de- 
ductions of practical value which are certainly 
qualitatively correct and are believed to in- 
volve no quantitatively serious error. These 
conclusions, it may be stated, are in general 
agreement with the large, though unsystema- 
tized, body of information regarding the be- 
havior of selective circuits to static interference, 
and with the meagre data available regarding 
the wave form of elementary static disturbances. 

The outstanding conclusions of practical 
value of the present study may be summarized 
as follows: 

(1) Even with absolutely ideal selective cir- 
cuits, an irreducible minimum of interference 
will be absorbed, and this minimum increases 
linearly with the frequency range necessary 
for signaling. 

(2) The wave-filter, when properly designed, 
approximates quite closely to the ideal selective 
circuit, and little, if any, improvement over its 
present form may be expected as regards static 
interference. 

(3) As regards static or random interference, 
it is quite useless to employ extremely high 
selectivity. The gain, as compared with circuits 
of only moderate selectivity, is very small, and 
is inevitably accompanied by disadvantages such 
as sluggishness of response with consequent 
slowing down of the possible speed of signaling. 
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(4) By aid of a simple, easily computed 
formula, it should be possible to determine ex- 
perimentally the frequency spectrum of static. 

(5) Formulas given below for comparing the 
relative efficiencies of selective circuits on the 
basis of signal-to-interference energy ratio are 
believed to have considerable practical value in 
estimating the relative utility of selective cir- 
cuits as regards static interference. 


II 


Discrimination between signal and _ inter- 
ference by means of selective circuits depends on 
taking advantage of differences in their wave 
forms, and hence on differences in their frequency 
spectra. It is therefore the function of the 
selective circuit to respond effectively to the 
range of frequencies essential to the signal 
while discriminating against all other frequencies. 

Interference in radio and wire communication 
may be broadly classified as systematic and 
random, although no absolutely hard and fast 
distinctions are possible. Systematic interference 
includes those disturbances which are _pre- 
dominantly steady-state or those whose energy 
is almost all contained in a relatively narrow 
band of the frequency range. For example, 
interference from individual radio-telephone 
and slow-speed radio telegraph stations is to be 
classified as systematic. Random interference, 
which is discussed in detail later, may be pro- 
visionally defined as the aggregate of a large 
number of elementary disturbances which origi- 
nate in a large number of unrelated sources, 
vary in an irregular, arbitrary manner, and are 
characterized statistically by no sharply pre- 
dominate frequency. An intermediate type of 
interference, which may be termed either quasi- 
systematic or quasi-random, depending on the 
point of view, is the aggregate of a large number 
of individual disturbances, all of the same wave 
form, but having an irregular or random time 
distribution. 

In the present paper we shall be largely con- 
cerned with random interference, as defined 
above, because it is believed that it represents 
more or less closely the general character of 
static interference. This question may be left 
for the present, however, with the remark that 
the subsequent analysis shows that, as regards 


important practical applications and deductions, 
a knowledge of the exact nature and frequency 
distribution of static interference is not neces- 
sary. 

Now when dealing with random disturbance, 
as defined above, no information whatsoever is 
furnished as regards instantaneous values. In 
its essence, therefore, the problem is a statistical 
one and the conclusions must be expressed in 
terms of mean values. In the present paper 
formulas will be derived for the mean energy and 
mean square current absorbed by selective cir- 
cuits from random interference, and their ap- 
plications to the static problem and the protec- 
tion afforded by selective networks against 
static will be discussed. 

The analysis takes its start with certain gen- 
eral formulas given by the writer in a recent 
paper,! which may be stated as follows: 

Suppose that a selective network is subjected 
to an impressed force ¢ (/). We shall suppose 
that this force exists only in the time interval, or 
epoch, oS¢<7*, during which it is everywhere 
finite and has only a finite number of discon- 
tinuities and a finite number of maxima and 
minima. It is then representable by the Fourier 
Integral 


o(t) =1 nf f(w) |+ cos [wt +6(w)] dw (1) 
0 


where 


f(w) -=[ [ow cos wtdt | 
J 
+| [ow sin wtdt | (2) 
/0 


Now let this force ¢ (t) be applied to the network 
in the driving branch and let the resulting current 
in the receiving branch be denoted by J (t). Let 
Z (tw) denote the steady-state transfer im- 
pedance of the network at frequency w/2 7; 
that is the ratio of e.m.f. in driving branch to 
current in receiving branch. Further let 2 (tw) 
and cos a(w) denote the corresponding im- 
pedance and power factor of the receiving 
branch. It may then be shown that 


TH(4)2d¢ = * | fe)? 
fw dt=1 rf Zane) 


| 


1Transient Oscillations in Electric Wave Filters, 
Carson and Zobel, Bell System Technical Journal, July, 
1923. 
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and that the total energy W absorbed by the 
receiving branch is given by 


: ene | s(iw) |+ cos a(w) + dw. (4) 


W=!1 


To apply the formulas given above to the 
problem of random interference, consider a time 
interval, or epoch, say from t=o to t=T7, during 
which the network is subjected to a disturbance 
made up of a large number of unrelated ele- 
mentary disturbances of forces, ¢; (ft), d2 (t)... 


dn (t). 


If we write 


then by (1), ®(¢) can be represented as 


@(t)=1/mr | | F(w) |+ cos [wt+0(w)] dw 


~“0 
and 
a ° | F(w) |? : 
fol dt=1 rf Ze — 8) 


We now introduce the function R (w), which 
will be termed the energy spectrum of the random 
interference, and which is analytically defined 
by the equation 


R(w) =1/T | Fw) ? (5) 
Dividing both sides of (3) and (4) by 7 we get 
I * R(w) 
2 — 1 nf cs : . : 
0 | Z(tw) Ree (6) 
P RIMES ia curt 
> — 7 - . Z ) * cos " " a 
P=1 rf Zw) (tw) | + COS a(w) + dw (7) 


I, P and R (w) become independent of the 7 
provided the epoch is made sufficiently great. 
I? is the mean square current and P the mean 
power absorbed by the receiving branch from the 
random interference. 


In the applications of the foregoing formulas 
to the problem under discussion, the mean 
square current /? of the formula (6) will be 
taken as the relative measure of interference 
instead of the mean power P of formula (7). 
The reason for this is the superior simplicity, 
both as regards interpretation and computation, 
of formula (6). The adoption of I? as the 
criterion of interference may be justified as 
follows: 


(1) In a great many important cases, includ- 
ing in particular experimental arrangements for 
the measurement of the static energy spectrum, 
the receiving device is substantially a pure 
resistance. In such cases multiplication of /? 
by a constant gives the actual mean power P. 

(2) It is often convenient and desirable in 
comparing selective networks to have a stand- 
ard termination and receiving device. A three- 
element vacuum tube with a pure resistance out- 
put impedance suggests itself, and for this 
arrangement formulas (6) and (7) are equal 
within a constant. 

(3) We are usually concerned with relative 
amounts of energy absorbed from static as 
compared with that absorbed from. signal. 
Variation of the receiver impedance from a pure 
constant resistance would only in the extreme 
cases affect this ratio to any great extent. In 
other words, the ratio calculated from formula 
(6) would not differ greatly from the ratio cal- 
culated from (7). 

(4) While the interference actually apper- 
ceived either visually or by ear will certainly 
depend upon and increase with the energy 
absorbed from static, it is not at all certain that 
it increases linearly therewith. Consequently, it 
is believed that the additional refinement of 
formula (7) as compared with formula (6) is 
not justified by our present knowledge and that 
the representation of the receiving device as a 
pure constant resistance is sufficiently accurate 
for present purposes. It will be understocd, 
however, that throughout the following argu- 
ment and formulas, P of formula (7) may be 
substituted for J? of (6), when the additional 
refinement seems justified. The theory is in 
no sense limited to the idea of a pure constant 
resistance receiver, although the simplicity of 
the formulas and their ease of computation is 
considerably enhanced thereby. 

The problem of random interference, as 
formulated by equations (6) and (7) was briefly 
discussed by the writer in “Transient Oscillations 
in Electric Wave Filters’’! and a number of 
general conclusions arrived at. That discussion 
will be briefly summarized, after which a more 
detailed analysis of the problem will be given. 

Referring to formula (6), since both numerator 
and denominator of the integrand are every- 
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where 2o, it follows from the mean value 
theorem that a value w of w exists such that 


, R@) f* dw 

pan [oe (8) 
t Jo |Z(tw) |? 

The approximate location of @ on the frequency 

scale is based on the following considerations: 

(a) In the case of efficient selective circuits 
designed to select a continuous finite range of 
frequencies in the interval w;SwSwe, the im- 
portant contributions to the integral (6) are 
confined to a finite continuous range of fre- 
quencies which includes, but is not greatly in 
excess of, the range which the circuit is designed 
to select. This fact is a consequence of the 
impedance characteristics of selective circuits, 
and the following properties of the spectrum 
R (w) of random interference, which are dis- 
cussed in detail subsequently. 

(b) R (w) is a continuous finite function of w 
which converges to zero at infinity and is every- 
where positive. It possesses no sharp maxima 
or minima, and its variation with respect to w, 
where it exists, is relatively slow. 

On the basis of these considerations it will be 
assumed that @ lies within the band w;Sw Sw, 
and that without serious error it may be taken 
as the mid-frequency w» of the band which may 
be defined either as (w;+w2)/2 or as / wwe. 
Consequently 


pe Rn) Ya am (9) 
rt J |Z(tw) |? 

From (9) it follows that the mean square cur- 
rent J?, due to random interference, is made up 
of two factors: one R (wm) which is proportional 
to the energy level of the interference spectrum 
at mid-frequency w»/2 7: and, second, the 
integral 


oOo 

— J | T “ara fk iS 10° 

p | Z(Gw) B (10) 

which is independent of the character and in- 
tensity of the interference. Thus 


*=pR(wm). (11) 


Formula (11) is of considerable practical im- 
portance, because by its aid the spectral energy 
level R (w) can be determined, once 7? is ex- 
perimentally measured and the frequency char- 
acteristics of the receiving network specified or 


measured. It is approximate, as _ discussed 
above, but can be made as accurate as desired 
by employing a sufficiently sharply selective 
network. 

The formula for the figure of merit of a selective 
circuit with respect to random interference is 
constructed as follows: 

Let the signaling energy be supposed to be 
spread continuously and uniformly over the 
frequency interval corresponding to w;SwSwy». 
Then the mean square signal current is given by 

FE? fe: dw 


TJ, |Z(tw) |? 


or, rather, on the basis of the same transmitted 
energy to 


pn em. ta) 


7(w2—w})e W1 | Z (iw) r 


The ratio of the mean square currents, due to 
signal and to interference, is 


B 


R(wm) nee = 


R(wm) 
and interference energy levels, and does not in- 
volve the properties of the network. The second 


The first factor depends only on the signal 


factor ¢/p depends only on the network and 
measures the efficiency with which it excludes 
energy outside the signaling range. It will 
therefore be termed the figure of merit of the 
selective circuit and denoted by S, thus 


Caiieie ee -f iil) 
0 


W2— Wide (Z (iw) |? | Z(iw) i? 


Stated in words, the figure of merit of a selective 
circuit with respect to random interference is equal 
to the ratio of the mean square signal and inter- 
ference currents in the receiver, divided by the 
corresponding ratio in an ideal band filter which 
transmits without loss all currents in a ‘‘unit’”’ band 
(w2—wi=1) and absolutely extinguishes currents 
outside the band. 


Ill 


Before taking up practical applications of the 
foregoing formulas, further consideration will be 
given to the hypothesis, fundamental to the 
argument, that over the frequency range which 


i 


7 
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includes the important contributions to the 


Co 
integral y 
0 


negligible fluctuations so that the integral 


- R(w) 
wre to dw 
0 tw) |* 


may, without appreciable error, be replaced by 


: s doy 
R m 7 a or 
(om) J. [ZGe)E 


“‘mid-frequency”’ 


the spectrum R(w) has 








where w/27 is the of the 
selective circuit. 

The original argument in support of this 
hypothesis was to the effect that, since the 
interference is made up of a large number of 
unrelated elementary disturbances distributed 
at random in time, any sharp maxima or minima 
in the spectrum of the individual disturbances 
would be smoothed out in the spectrum of the 
aggregate disturbance. This argument is still 
believed to be quite sound : the importance of the 
question, however, certainly calls for the more 
detailed analysis which follows: 


&(t) = Sours (15) 


Let 
where f, denotes the time of incidence of the r’” 
disturbance ¢, (¢). The elementary disturbances 
¢1, d2... dy are all perfectly arbitrary, so that 
® (t) as defined by (15) is the most general type 
of disturbance possible. The only assumption 
made as yet is that the instants of incidence 
t;...ty are distributed at random over the 
epoch oS$tST; an assumption which is clearly 
in accordance with the facts in the case of static 
interference. If we write 


C+(w) -{ or(t) cos wt dt, 


Sila) = f Ai tie orl, (16) 


it follows from (2) and (15), after some easy 
rearrangements that 


N N 
| Fw) P= 2 >> cos wll) — bs) (Cr) Cale) 


r=il s=l 
KR SAa) TL = Ce)+S%e) at 
+ > my cos w(t,—ts) [C/(w) Cs(w) 
+ S,(w)S;(w)] r# 5s. 


The first summation is simply > | fr(w)|?. 
The double summation involves the factor cos 
w (t-—ts). Now by virtue of the assumption of 
random time distribution of the elementary 
disturbances, it follows that ¢, and fs, which are 
independent, may each lie anywhere in the 
epoch oStST with all values equally likely. 
The mean value of | F (w)|? is therefore gotten by 
averaging 2 with respect to ¢, and ¢; over all 
possible values, whence 


— cos wl 


| Flo) 2= >| feo) 2+2, ea 


x pa — +S,(w)Ss(w)] (18) 


and 


m__! ; fr(w) |? eae 


TT mnt Jo | Z (ian) | 


2 ~~ ov leek 
ae SF eee ; 
ais eT — [C,(w) Cs (w) 
oo 
el 
+S,(w)Ss(w)] - [Ge 
Now in the double summation if the epoch T is 
made sufficiently great, the factor Groot) 
x 


vanishes everywhere except in the neighborhood 
of w=0. 
can be written as 


Consequently, the double summation 





2 ee ap p ae. wr GK (0) Cs( (0) 


rl2Jyp wT? hand het | Z(0) |? 


LX Xr Go) Cs(o) 


I? Lewitt hess |Z(o) |? 


Finally if we write V/7 =n =average number of 
disturbances per unit time, and make use of 
formula (2), we get 


a) * | fre) 
a ee . 0 | Z (iw) | 


n> hoe = Sy" , eS 
Zaye > fedoa Sf ood (19) 


2? The averaging process with respect to the parameters 
t, and t, employed above logically applies to the average 
result in a very large number of epochs during which the 
system is exposed to the same set of disturbances with 
different but random time distributions. Otherwise 
stated, the averaging process gives the mean value cor- 
responding to all possible equally likely times of incidence 
of the elementary disturbances. The assumption is, 
therefore, that if the epoch is made sufficiently large, the 
actual effect of the unrelated elementary disturbances 
will in the long run be the same as the average effect of 
all possible and equally likely distributions of the elemen- 
tary disturbances. 


5 dw 


os 
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which can also be written as 
- x 
7 — sd [ieat 

N aoe /() 


eee on fi jdt (20) 
N? af oe «/() 


when 7,=i,(t) is the current due to the r” 


disturbance ¢,(t) 

Now the double summation vanishes when, 
due to the presence of a condenser or trans- 
former, the circuit does not transmit direct 
current to the receiving branch. Furthermore, 
if the disturbances are oscillatory or alternate 
in sign at random, it will be negligibly small 
compared with the single summation. Conse- 
quently, it is of negligible significance in the 
practical applications contemplated, and_ will 
therefore be omitted except in special cases. 
Therefore, disregarding the double summation, 
the foregoing analysis may be summarized as 
follows: 


n ee 
R(w)=— Fr(w) PF =n-r(w), (21) 
N roca 5 
n < © | f-(@) |? 
P= SN] - J ; 22 
LV el 1’ 0 Z(t) |* des an? 
n ~ 
= — >. “idl =F [rrat, (23) 
N 0 e/) 
p=— a Wo) ei) (co) «de (24) 
= = = = 2 , . ‘OS ) . Zz 
vs, Zliw) 2 w) + COS @ (w) + dw ( 
tim 
= i 5 Be -W. (25) 
wa 


In these formulas 7 denotes the average number 
of elementary disturbances per unit time, w, 
the energy absorbed from the r“ disturbance 
dr (t), and P the mean power absorbed from the 
aggregate disturbance. +r (w) is defined by 
formula (20) and is the mean spectrum of the 
aggregate disturbance, thus 


= 5 Ss 2— ) fi ‘s ) 
r(w) =1 m2. fr(w) |? =R(w)/N. (26) 


We are now in a position to discuss more pre- 
cisely the approximations, fundamental to 
formulas (9)—(14), 


rp? R(w) 7 dw 
igo 97 
J (Z(i hao) |? poe sin) 0 |Z(tw) |? 7 


The approximation involved in this formula 
consists in identifying wm/2r with the ‘‘mid- 


aa0 


frequency” of the selective circuit, and is based 
on the hypothesis that over the range of fre- 
quencies, which includes the important contri- 
bution to the integral (22), the fluctuation of 
R (w) may be ignored. 

Now it is evident from formulas (21)—(25) 
that the theoretically complete solution of the 
problem requires that R (w) be specified over 
the entire frequency range from w=0 to w= 
Obviously, the required information cannot be 
deduced without making some additional hy- 
pothesis regarding the character of the inter- 
ference or the mechanism in which it originates. 
On the other hand, the mere assumption that 
the individual elementary disturbances ¢; . . . dx 
differ among themselves substantially in wave 
form and duration, or that the maxima of the 
corresponding spectra | f,(w)| are distributed over 
a considerable frequency range, is sufficient to 
establish the conclusion that the individual 
fluctuations are smoothed out in the aggregate 
and that consequently r (w) and hence R (w) 
would have negligible fluctuations, or curvature 
with respect to w, over any limited range of 
frequencies comparable to a signaling range. 

It is admitted, of course, that the foregoing 
statements are purely qualitative, as they must 
be in the absence of any precise information 
regarding the wave forms of the elementary 
disturbances constituting random interference. 
On the other hand, the fact that static is en- 
countered at all frequencies without any sharp 
changes in its intensity as the frequency is varied, 
and that the assumption of a systematic wave 
form for the elementary disturbances would be 
physically unreasonable, constitute strong infer- 
ential support of the hypothesis underlying 
equation (27). Watt and Appleton (Proc. Roy. 
Soc., April 3, 1923) supply the only experi- 
mental data regarding the wave forms of the 
elementary disturbances which they found to be 
classifiable under general types with rather wide- 
ly variable amplitudes and durations. Rough 
calculations of r (w), based on their results, 
are in support of the hypothesis made in this 
paper, at least in the radio frequency range. 
In addition, the writer has made calculations 
based on a number of reasonable assumptions 
regarding variations of wave form among the 
individual disturbances, all of which resulted in 
a spectrum R (w) of negligible fluctuations over 
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a frequency range necessary to justify equation 
(27) for efficient selective circuits. However, 
the problem is not theoretically solvable by pure 
mathematical analysis, so that the rigorous veri- 
fication of the theory of selectivity developed in 
this paper must be based on experimental 
evidence. On the other hand, it is submitted 
that the hypothesis introduced regarding static 
interference is not such as to vitiate the con- 
clusions, qualitatively considered, or in general 
to introduce serious quantitative errors. Fur- 
thermore, even if it were admitted for the sake 
of argument that the figure of merit S was not 
an accurate measure of the ratio of mean square 
signal to interference current, nevertheless, it 
is a true measure of the excellence of the circuit 
in excluding interference energy outside the 
necessary frequency range. 


IV 


The practical applications of the foregoing 
analysis depend upon the formulas 


R(wm) 
T e 


ee ee ; 
ft = [ Ziaya7e R(om) (1) 


1 w dw 


We— Wid), | Z(tw) |? 


; - do | 1 A 
+f (Zw) 2 = aie a/p (14) 


which contain all the information which it is 
possible to deduce in the case of purely random 
interference. They are based on the principle 
that the effect of the interference on the signaling 
system is measured by the mean square inter- 
ference current in the receiving branch, and that 
the efficiency of the selective circuit is measured 
by the ratio of the mean square signal and in- 
terference currents. As stated above, in the 
case of random interference results must be 
expressed in terms of mean values, and it is 
clear that either the mean square current or the 
mean energy is a fundamental and _ logical 
criterion. 

Referring to formula (11), the following im- 
portant proposition is deducible. 

If the signaling system requires the transmissions 
of a band of frequencies corresponding to the in- 
terval w2—, and tf the selective circuit is efficiently 
designed to this end, then the mean square inter- 


ference current is proportional to the frequency 


. (we—w) 
band width ~~“ 
2r 
This follows from the fact that, in the case of 
efficiently designed band-filters, designed to 
(wo—w ) 
select the frequency range —; —“ and exclude 
T 


0 Z (iw) 5 


proportional to w.—w, to a high degree of ap- 


; ‘ 1a 
other frequencies, the integral 


proximation. 

The practical consequences of these proposi- 
tions are important and immediate. It follows 
that as the signaling speed is increased, the 
amount of interference inevitably increases prac- 
tically linearly and that this increase is inherent. 
Again it shows the advantage of single vs. 
double side-band transmission in carrier teleph- 
ony, as pointed out by the writer in a recent 
paper.® It should be noted that the increased 
interference with increased signaling band width 
is not due to any failure of the selective circuit to 
exclude energy outside the signaling range, but 
to the inherent necessity of absorbing the inter- 
ference energy lying inside this range. The only 
way in which the interference can be reduced, 
assuming an efficiently designed band-filter and 


@2— W}) . 


a prescribed frequency range —~-5——, is to select 
T 


a carrier frequency, at which the energy spec- 
trum R(w) of the interference is low. 

Formula (11) provides the theoretical basis for 
an actual determination of the static spectrum. 
Measurement of /? over a sufficiently long in- 
terval, together with the measured or calculated 

20 

data for evaluating the integral See 

i ‘ /0 Z(t) r 
determines R(w») and this determination can be 
made as accurately as desired by employing a 
sufficiently sharply tuned circuit or a_ suffi- 
ciently narrow band filter. It is suggested that 
the experimental data could be gotten without 
great difficulty, and that the resulting informa- 
tion regarding the statistical frequency distribu- 
tion of static would be of large practical value. 

The selective figure of merit S as defined by 
(14) is made up of two factors, — - which is 

(we— 1) 
inversely proportional to the required signaling 


3 Signal-to-Static-Interference Ratio in Radio Teleph- 
ony, Proc. I. R. E. E., June, 1923. 
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frequency range; and the ratio of the integrals 
a/p. This ratio is unity for an ideally designed 
selective circuit, and can actually be made to 
approximate closely to unity with correctly 
designed band-filters. Formula (14) is believed 
to have very considerable value in comparing 
various circuits designed to eliminate inter- 
ference, and is easily computed graphically when 
the frequency characteristics of the selective 
circuit are specified. 

The general propositions deducible from it 
may be briefly listed and discussed as follows: 
With a signaling frequency range (ww) speci- 
g. ; : on 


fied, the upper limiting value of S with a theo- 
retically ideal selective circuit is — , and the 

A (@2—-@ 
excellence of the actual circuit ts measured by the 
closeness with which its figure of merit approaches 
this limiting value. 

Formula (14) for the figure of merit S has been 
applied to the study of the optimum design of 
selective circuits and to an analysis of a large 
number of arrangements designed to eliminate 
or reduce static interference. The outstanding 
conclusions from this study may be briefly 
reviewed and summarized as follows: 


The form of the integrals o and p, taking into 
account the signaling requirements, shows that 
the optimum selective circuit, as measured by S, 
is one which has a constant transfer impedance 

2— 1) 


over the signaling frequency range ae and 
T 


attenuates as sharply as possible currents of all 
frequencies outside this range. Now this is pre- 
cisely the ideal to which the band filter, when 
properly designed and terminated, closely ap- 
proximates, and leads to the inference that the 
wave filter is the best possible form of selective 
circuit, as regards random interference. Its su- 
periority from the steady-state viewpoint has, 
of course, long been known. 

An investigation of the effect of securing 
extremely high selectivity by means of filters of 
a large number of sections was made, and led to 


the following conclusion : 

In the case of an efficiently designed band- 
filter, terminated in the proper resistance to 
substantially eliminate reflection losses, the 


figure of merit is given to a good approximation 
by the equation 


1 1 
os. Pee 


where 7 is the number of filter sections and 


oy the transmission band. It follows that 
the selective figure of merit increases inappreciably 
with an increase in the number of filter sections 
beyond 2, and that the band filter of a few sections 
can be designed to have a figure of merit closely 
approximating the ideal limiting value, ————.. 

(w2—w) 

This proposition is merely a special case of the 
general principle that, as regards static interfer- 
ence, it is useless to employ extremely high 
selectivity. The gain obtainable, as compared 
with only a moderate amount of selectivity is 
slight and is inherently accompanied by an 
increased sluggishness of the circuit. That is to 
say, as the selectivity is increased, the time 
required for the signals to build up is increased, 
with a reduction in quality and possible signaling 
speed. 

Another circuit of practical interest, which has 
been proposed as a solution of the ‘‘static’’ 
problem in radio-communication consists of a 
series of sharply tuned oscillation circuits, 
unilaterally coupled through amplifiers.4 This 
circuit is designed to receive only a single 
frequency to which all the individual oscillation 
circuits are tuned. The figure of merit of this 
circuit is approximately 

Q2n—-2 (y—1)2 


S=<1/e-—— 


(2n—2)! 

where 7 denotes the number of sections or stages, 
and L and R are the inductance and resistance of 
the individual oscillation circuits. The out- 
standing fact in this formula is the slow rate of 
increase of S with the number of stages. For 
example, if the number of stages is increased 
from 1 to 5, the figure of merit increases only by 
the factor 3.66, while for a further increase in 1 
the gain is very slow.® This gain, furthermore, 

4See U. S. Patent No. 1173079 to Alexanderson. 

5 When the number of stages 7 is fairly large, the selec- 


tive figure of merit becomes proportional to /m and the 
building-up time to #. 
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is accompanied by a serious increase in the 
“‘sluggishness”” of the circuit: That is, in the 
particular example cited, by an increase of 5 to 1 
in the time required for signals to build up to 
their steady state. 

The analysis of a number of representative 
schemes, such as the introduction of resistance 
to damp out disturbances, balancing schemes 
designed to neutralize static without affecting 
the signal, detuning to change the natural 


oscillation frequency of the circuit, demodula- 
tion through several frequency stages, etc., has 
shown that they are one and all without value 
in increasing the ratio of mean square signal to 
interference current. In the light of the general 
theory, the reason for this is clear and the limi- 
tation imposed on the solution of the static 
problem by means of selective circuits is seen 
to be inherent in the nature of the interference 
itself. 
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Synopsis: In connection with carrying out the toll-cable 
program of the Bell System, a metallic-circuit polar- 
duplex telegraph system was developed. The metallic- 
return type of circuit lends itself readily to the cable 
conditions, its freedom from interference allowing the use 
of low potentials and currents so that the telegraph may 
be superposed on telephone circuits. The new system 
represents an unusual refinement in d-c. telegraph circuits, 
the operating current being of the same order of magni- 
tude as that of the telephone circuits on which the tele- 
graph is superposed. 

The following are some of the outstanding features of 
the present system. Sensitive relays with closely balanced 
windings are employed in the metallic circuit, and ‘‘vibrat- 
ing circuits’? are provided for minimizing distortion of 
signals. Repeaters are usually spaced about 100 miles 
apart. Thirty-four-volt line batteries are used and the 
line current is four or five milli-amperes on representative 
circuits. Superposition is accomplished by the composit- 
ing method which depends upon frequency discrimination, 
the telegraph occupying the frequency range below that 
of the telephone. New local-circuit arrangements have 
been designed, employing polar relays for repetition of the 
signals; these arrangements are suitable for use in making 
up circuits in combination with carrier-current and ground- 
return polar-duplex telegraph sections. New forms of 
mounting are employed in which a repeater is either built 
as a compact unit or is made up of several units which are 
mounted on I-beams, and subsequently interconnected. 
In the latter case the usual arrangements for sending and 
receiving from the repeater are omitted, and a separate 
‘‘monitoring”’ unit provided for connection to any one 
of a group of repeaters. 

The metallic system is suitable for providing circuits up 
to 1,000 miles or more in length, the grade of service being 
better than that usually obtained from ground-return cir- 
cuits on open-wire lines for such distances. About 
55,000 miles of this type of telegraph circuit are in service 
at present. 


INTRODUCTION 


HERE has been developed recently by 

the Bell System a low-current metallic 

telegraph system, of the polar-duplex 
type, which is suitable for superposition on tele- 
phone circuits in long small-gage cable. In cer- 
tain sections where long-distance toll traffic is 
heavy, it becomes desirable, from the standpoints 
of economy and continuity of service, to employ 
such cables to replace existing open-wire lines 
and to provide for future growth. The new 
telegraph system is being applied on a con- 


* Presented at the Midwinter Convention of the A, I. 
E. E., New York, N. Y., February 9-12, 1925. 


siderable scale in connection with the toll cable 
system, the general features and telephone ar- 
rangements of which have been described in 
previous papers.!. The present paper outlines 
the general features of the metallic telegraph 
system and the method of superposing telegraph 
circuits of this type upon ‘“‘two-wire” and 
‘“‘four-wire’’ telephone circuits in small-gage 
cables. 

The metallic-return or two-wire type of tele- 
graph circuit was chosen in preference to the 
ground-return type because it appeared to offer 
a more straightforward solution of the technical 
problem and to be more economical, sufficient 
cable conductors being available as a result of 
the telephone requirements. On a long tele- 
phone circuit in a small-gage cable it is neces- 
sary to employ a number of repeaters with 
comparatively large amplification and also to 
insert loading coils in the line at short intervals. 
As a result, the interference from superposed 
telegraph would be excessive unless the tele- 
graph voltages and currents were kept far 
below the values ordinarily employed for 
ground-return telegraph. To allow the use of 
small currents and potentials with ground-return 
telegraph would require the development of ar- 
rangements for neutralizing difference in earth 
potential and inductive interference from tele- 
graph circuits in the same cable as well as from 
power circuits. It will be evident that a me- 
tallic telegraph circuit possesses certain trans- 
mission advantages over a ground-return tele- 
graph circuit in the same way that a metallic 
telephone circuit possesses advantages over a 
ground-return telephone circuit. 

1 Philadelphia-Pittsburgh Section of the New York- 
Chicago Cable, J. J. Pilliod, Journal, A. I. E. E., Aug. 
1922, p. 446. Telephone Transmission Over Long Cable 
Circuits, A. B. Clark, Journal, A. I. E. E., Jan., 1923, p. 1; 
Electrical Communication, Vol. 1, No. 3, 1923. Telephone 


Equipment for Long Cable Circuits, C. S. Demarest, 
Journal, A. I. E. E., Nov., 1923, p. 1159. 


276 








ELECTRICAL COMMUNICATION 277 





This development resulted in a_ telegraph 
system which in some ways is unique in its 
refinement. The telegraph line currents are of 
the same order of magnitude as those of the 
telephone circuits which use the same wires. 
Although cable is fundamentally much less 
favorable to telegraph transmission than open 
wire, one mile of small-gage cable having as 
much effect as many miles of open wire, the 
present system affords satisfactory operation on 
each pair of the cable for distances up to 1,000 
miles (1,600 km.) or more. 

Two improved forms of mounting are em- 
ployed; in one of these a repeater is built as a 


ag, 


\ 
Polar Relay (Receiving) 





Figure 1—Differential Duplex on Grounded Circuit 


single self-contained unit and in the other a 
repeater consists of several units mounted on 
upright I-beams. The relays are quiet in opera- 
tion and sounders are normally made inoperative 
mechanically as they are seldom used.  Alto- 
gether, a metallic repeater office bears little 
resemblance to the older type of office with 
apparatus mounted on tables and hundreds of 
sounders in operation. 


PRINCIPLES OF OPERATION 


In describing the general principles upon 
which the present telegraph system operates, it 
will be convenient to evolve it from the familiar 
ground-return polar-duplex system, the essential 
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Figure 2—Differential Duplex on Metallic Circuit 


features of which are illustrated in Figure 1. 
It will be seen that at each end of the line cir- 
cuit there are provided a transmitter and a 
receiving relay. The operation of the trans- 


mitter sends current into the line and the arti- 
ficial line, one polarity being used for ‘‘ marking”’ 
and the other for “spacing.” If the artificial 
line has the same impedance as the real line, 
there will be no effect upon the receiving relay, 
since the latter is connected differentially. Cur- 
rents received from the transmitter at the dis- 
tant station will, however, cause the receiving 
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Figure 3—Symmetrical Differential Duplex on 
Metallic Circuit 


relay to operate. The arrangement, therefore, 
makes it possible to send telegraph signals in 
either direction, or in both directions simulta- 
neously. 

In Figure 2 the ground-return is replaced by 
a second line wire so that the circuit is now a 
metallic circuit. 

Figure 3 differs from Figure 2 only in that 
each receiving relay has its windings divided 
into four parts instead of two, making the circuit 
symmetrical. 

For actual operation involving the working of 
a number of circuits in a given office from the 
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Figure 4—Metallic Duplex Circuit—Single 
Commutation 


same set of batteries, it is desirable to make a 
connection to ground at each station at the 
point G, as shown in Figure 4. These connec- 
tions stabilize the system and facilitate the 
clearing of accidental grounds. Although this 
results in unbalancing the currents in the cir- 
cuit, there is substantially no effective change 
in the metallic or two-wire operating currents 
if the line and apparatus are well balanced, and 
this arrangément has the essential characteristics 





278 ELECTRICAL 





COMMUNICATION 





of an actual metallic telegraph circuit. It may 
be helpful, however, to consider that the upper 
wire is employed for the transmission of signals 
and the lower wire is used to carry only neutraliz- 
ing current to offset the effect of currents in the 
upper wire which are due to earth-potential 
differences and voltages to ground caused by 
induction from power or telegraph circuits. 
Since each pair in the cable is closely balanced, 
encloses a small loop, and is frequently trans- 
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Figure 5—Metallic Duplex Circuit—Double 
Commutation 





posed by twisting, it will be apparent that the 
currents due to interference are practically equal 
in the two wires, flowing in the same geographical 
direction and therefore do not affect the balanced 
relays. 

Figure 5 shows another arrangement of a 
metallic telegraph circuit in which the trans- 
mitter comprises two tongues, reversing the 
connections to a single battery instead of 
switching between two different batteries as in 
the case of Figure 4. The ground connection 
at the midpoint of the battery at each station 
is for the purpose of stabilizing the system and 
facilitating the clearing of trouble. 

Circuits of the type shown in Figure 5 were 
first developed and put into extensive use in 
preference to the type shown in Figure 4, largely 
for the reason that it was not at first practicable 
to obtain sufficiently close balance of relay wind- 
ings. With improved relays, telegraph repeaters 
have been designed to operate on the basis of 
Figure 4, effecting certain economies. These 
two arrangements, which are known, respec- 
tively, as ‘‘double commutation”’ and ‘“‘single 
commutation,’ may be operated one against the 
other in a telegraph repeater section. 

The local circuits of the repeaters are ar- 
ranged so that they may be conveniently set 
up either for simultaneous operation in both 
directions (known as full-duplex) or for opera- 


tion in only one direction at a time (called half- 
duplex), the latter giving the same communi- 
cation facilities as a simple open-and-close 
Morse telegraph circuit. 


GENERAL FEATURES 


As in the case of other telegraph systems it 
is necessary to subdivide a long circuit into 
sections by means of repeaters to avoid the use 
of excessive potentials and to limit the distor- 
tion of signals. For repetition between two 
metallic cable circuits a simple arrangement 
called a “through repeater’’ is employed. The 
equipment used at the end of a metallic tele- 
graph circuit is known as a “‘terminal repeater.” 

The metallic polar-duplex system operates 
with a potential of 34 volts, requiring one 34- 
volt battery for double-commutation and two 
such batteries for single-commutation. Where 
both are used in the same office, one of the sin- 
gle-commutation batteries may be used for 


double-commutation, this being equivalent to 





Figure 6—Duplex Artificial Line 


the regular arrangement with a ground poten- 
tial of 17 volts in addition. The batteries are 
ordinary “‘floated.”” Tungar rectifiers are gen- 
erally used, without causing any noise in the 
telephone circuits. 

The telegraph current in the cable circuit, 
with the batteries at the two ends aiding, is 
from about 3 to 15 milliamperes, depending on 
the resistance of the line circuits. With the 
batteries opposing, the current is, of course, 
practically zero. 

The small-gage cables are made up of No. 16 
and No. 19 B. & S. gage (1.29 and 0.91 mm., 
respectively) copper conductors, and the metallic 
telegraph system may be operated over con- 
ductors of either gage, or over the derived phan- 
tom circuits when the latter are not in use for tele- 
phone service. The maximum distance between 
two consecutive repeaters is about 120 miles 
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(195 km.) on 19-gage, composited pairs, or 160 
miles (260 km.) on 16-gage. For non-com- 
posited circuits the corresponding distances are 
about 140 miles (225 km.) and 190 miles (305 
km.), respectively. The average telegraph re- 
peater section is about 100 miles (160 km.) in 
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of the circuit. 
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length as a result of the telephone requirements 
in connection with locating repeater stations. 
In some cases the telegraph is operated over 
non-loaded_ circuits, such conductors — being 
available before loading coils have been applied 
to all wires of the cable. The telegraph trans- 
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Figure 8—Impedance of Line and Artificial Line 


mission is practically the same on non-loaded 
and loaded circuits. 

For maintaining an impedance balance, which, 
as brought out previously, is essential for polar- 
duplex operation, two different types of arti- 
ficial line are used: a flexible line with adjustable 
resistances and capacities adapted to balance any 


type of small-gage cable circuit, and a less 
flexible line having resistances as its only vari- 
able members and designed to balance accurately 
only 19-gage circuits with a certain type of load- 
ing. The first type of artificial line is shown 
schematically in Figure 6 and the second in 
Figure 7. The former balances with sufficient 
accuracy for full-duplex operation any circuit 
which does not contain intermediate composit- 
ing equipment. It also balances, well enough 
for half-duplex operation, circuits containing in- 
termediate: compositing equipment. The second 
type of line can be used for full-duplex service 
with only the type of circuit for which it was 
designed and for half-duplex with a limited 
variety of circuits. It is not so flexible, there- 
fore, as the other type. However, it is con- 
siderably cheaper and is somewhat easier to 
adjust, since to obtain a. balance it is necessary 
only to secure a correct d-c. or resistance bal- 
ance with the three adjustable resistances, ap- 
proximately equal. This line is built in H sec- 
tions so the structure is similar to that of the 
real line; the effect of the loading coils on the 
impedance is simulated, however, by the resist- 
ances in the three bridged members. Since in 
cable circuits leakage is negligible and the only 
effect of temperature changes is variation in 
resistance, the only adjustable members re- 
quired in the latter type of artificiai line are the 
the three series resistances. 


Curves of resistance and reactance versus fre- 
quency are shown in Figure 8, for a representa- 
tive metallic line section and the corresponding 
artificial line. It will be noted that there are 
large variations in these impedance components 
in the frequency range from zero to about 30 
cycles per second, and they tend to become 
constant as the frequency is further increased. 
At the lower frequencies the effect of the dis- 
tant terminal apparatus is, of course, large. 
Curves for non-loaded lines are similar except 
that at the higher frequencies the resistance is 
lower and the reactance higher. 


A feature which has an important effect on 
the quality of the received telegraph signals is 
the ‘‘vibrating circuit’? which was devised 
originally by Gulstad. This circuit comprises 
two auxiliary windings on the receiving relay, 
a condenser and two resistances as illustrated 
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in Figure 9. A current through the resistance 
branch of the vibrating circuit moves the relay 
armature to the opposite contact when the effec- 
tive operating current, in reversing, approaches 
zero value. While the armature is passing be- 


To 
Transmitter Branch 





Figure 9—Vibrating Circuit 


tween contacts, the condenser in the other 
branch partially discharges through both wind- 
ings in series, the discharge current accelerat- 
ing the armature. As soon as the armature 
touches the other contact, a transient current 
completing the discharge of the condenser and 
charging it in the opposite direction holds the 
armature firmly against this contact until the 
operating current has had time to become large 
enough to assume control. The vibrating cir- 
cuit therefore increases the sensitivity, reduces 
the time of armature travel, lessens chatter of 
the armature contacts and makes the operation 


of the relay more positive. Furthermore, the 
constants of the vibrating circuit are so propor- 
tioned as to minimize distortion of signals, the 
relay being caused to operate near the steepest 
part of the received current wave. 

The receiving and transmitting relays used in 
metallic telegraph repeaters are the 209-F A 
and 215-A relays, respectively. The former is a 
highly sensitive polarized relay, furnished with 
vibrating windings, whereas the latter is of the 
same general construction but less sensitive and 
has no vibrating windings. The 215-A relay is 
also used in the arrangements provided for 
facilitating ‘‘breaking.’’ In cases where a termi- 
nal repeater is operated between a_ ground- 
return circuit and a metallic circuit, relays of 
this type function as receiving relays for the 
ground-return section. 

The through-type repeater is a direct-point 
repeater; the armatures of sensitive polar relays, 
operated by the line current from one direction, 
repeat the signal (differentially through the 
windings of the opposite receiving relays) into 
the other line in the opposite direction. A sim- 
plified diagram of this repeater is shown in 
Figure 10. This repeater is a full-duplex re- 
peater but is used on half-duplex circuits with- 
out change. As shown, two polarized sounders 
are provided for reading signals, and a telegraph 
key controls the operation of local neutral relays, 
designated monitoring relays, making it pos- 
sible to send into either line independently, or 
in both directions at once. 

The terminal-type repeater is also a direct- 
point repeater and is used to repeat signals be- 
tween a metallic cable section and either a 
ground-return circuit or a local circuit. Polar- 
ized sounders and other monitoring features 
similar to those in the through-type set are pro- 
vided. The local circuit arrangements are de- 
sertbed in detail in the next section. 

LocaL CIRCUITS 

To avoid supplying battery at outlying points 
and to facilitate setting up and changing cir- 
cuits which have a number of stations in the 
same locality or have branches, a two-wire cir- 
cuit or “‘loop”’ is extended from the repeater 
office to each operator's station. For the mark- 
ing or closed condition the current is approxi- 
mately 60 milliamperes and for spacing it is zero. 





ea! 













ELECTRICAL 
For full-duplex service the arrangement is 
simple, involving the use of a receiving loop 
and a sending loop, as shown in Figure 11. In 
the receiving loop the batteries are aiding when 
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Figure 10—Through 


the line relay tongue is on marking, and oppos- 
ing when it is on spacing. Signals may, there- 
fore, be received by the operator by means of 


an ordinary Morse (neutral) relay or main-line 
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Figure 11—Terminal 


sounder. The sending loop is opened and closed 
by the operator’s key in sending out signals. 
The sending relays are of the polar type and 
may be considered to have a biasing circuit 
which includes the battery connected to the 
apex point, the lower windings and the artificial 
line. When the key is closed the effect of the 
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biasing current is overpowered by the loop cur- 
rent, as the latter is twice as great. When the 
key is opened the biasing current moves the 
relay armature from marking to spacing. 
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circuit East 
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For half-duplex service, a single loop is used 
for both sending and receiving as depicted in 
Signals are sent out in precisely 
1 full-duplex and do not 


Figure 12. 


the same manner as 1 











fo 
. > 
Operators Office Repeater Office g8 
? da 
| M 
\ | = 
x 23 
a7 33 
‘ | 3a 
| |= 22 
tallic WO 8 3 
Loop yates, OHO ite 
ine -O*40—> 00 
it . 
Soundes l 





Figure 12—Terminal Repeater—Half-Duplex Local 

Circuits 
affect the metallic line relay on account of the 
balanced duplex connection. The sending re- 
lays, although connected in the loop, are un- 
affected by received signals as they are differen- 
tial as regards current from the receiving relay 
tongue. This is in fact a duplex connection, and 
it allows the working of the grounded side of 
the terminal repeater directly into a long cir- 


cuit having a standard ground-return_polar- 
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duplex repeater at the distant station. A suit- 
able artificial line is provided for this purpose. 

To facilitate interruption of the sending opera- 
tor by the receiving operator a ‘‘break relay”’ 
is also provided, operating simultaneously with 
the sending relays. To understand its function, 
assume the key in the loop to be opened; as 
soon as a marking signal is received from the 
line, the sending relay armatures will be moved 
to spacing due to the current in the biasing 


vice versa, with a loop in series with each con- 
nection. In half-duplex the two local circuits 
are connected together with the loop in series, 
and at one repeater, batteries on the receiving 
relay contacts are reversed and the connections 
to the loop and biasing windings of the sending 
and break relays are interchanged. 

Local circuit arrangements of the type just 
described make the metallic repeaters suitable 
for use in combination with the carrier-current 
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igure 13—Terminal Repeater 


windings and the absence of current in the loop. 
The break relay at the same time connects 
marking battery to the spaciuig contact of the 
receiving relay so that no matter what signal 
impulses are subsequently received from the 
line the sending relays will be unaffected. If 
the break relay were not used, incoming sig- 
nals would operate the sending relays and be 
repeated back into the line, reversed. This 
would result in a slow and uncertain break. 

In using two terminal repeaters to connect 
an operator’s office at an intermediate point to 
a metallic circuit, the loop or loops are con- 
nected in tandem between the two repeaters. In 
full-duplex the sending leg of one repeater is 
connected to the receiving leg of the other, and 


and ground-return polar-duplex repeaters used 
in the plant. This flexibility has been secured 
by designing the loop circuits to operate with 
60 milliamperes current for marking and zero 
for spacing. Briefly, the flexibility necessary to 
permit of setting up long circuits with branches 
is in no wise sacrificed by the use of the several 
systems. 

The essential features of the circuit of the 
terminal-repeater are shown schematically in 
Figure 13. 

For convenience in testing and in patching 
circuits the loop is connected to the telegraph 
repeater through a series of jacks at the ‘‘ Morse 
board”’ called a “Morse line terminal.’’ The 
latter consists of a number of jacks for inserting 
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lcops in series and testing the batteries and 
circuit in case of trouble. 


SUPERPOSITION ON TELEPHONE CIRCUITS BY 


COMPOSITING 


In superposing the metallic telegraph on tele- 
phone circuits, the well-known ‘‘compositing”’ 
method is used. This is based on frequency 
discrimination, the telegraph occupying the 
range below that of the telephone. For satis- 
factory results, the telegraph and the telephone 
arrangements, including signaling, as well as 
the composite sets, must be designed in con- 
junction with the line circuits so as to avoid 
serious interference between telegraph and tele- 
phone. Furthermore, the compositing means 
employed should have but little detrimental 
effect on the transmission of the three forms of 
communication operating separately, and must 
not upset the symmetrical circuit arrangement 
upon which freedom from external interference 
depends. 

Interference from telegraph and_ telephone 
manifests itself in two ways. The first of these 
is telegraph “thump” which is the name given 
to a low-pitched noise in the telephone due to a 
small part of the telegraph current passing 
throvgh the telephone branch of the composite 
set and entering the telephone apparatus. The 
thump, in addition to being audible, may effect 
the telephone signaling equipment to the extent 
of causing false rings. In addition to the thump 
at the transmitting end of the circuit, thump is 
produced at the receiving end by the vibrating 
circuit through transformer action of the relay 
windings. In providing protection from thump, 
both phantom and side circuits have to be con- 
sidered. The second kind of interference is the 
flutter effect * due to the fact that rapid changes 
in the telegraph currents momentarily increase 
the effective resistance of the loading coils, 
thereby varying the attenuation of the circuit 
at telephone frequencies. 

The telegraph branch of the composite set 
(see Figure 14) consists of series inductance and 
shunt capacity and therefore offers to line cur- 
rents of telephonic frequencies high impedance 
and attenuation. It has little effect upon the 


2 See paper by Martin and Fondiller, Journal, A. 1. E. E., 
Feb., 1921, p. 149. 


low frequencies required for satisfactory tele- 
graph transmission, and at the same time suff- 
ciently attenuates the higher frequency compo- 
nents of the telegraph waves to avoid excessive 
thump. In order that the telegraph branch 
may be effective in reducing thump voltages in 
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Figure 14—Composite Set 


the phantom circuit, the two windings of the 
retardation coil are made with a negligible 
mutual inductance, and the bridged capacity 
consists of two balanced condensers with the 
midpoint grounded. It has been found neces- 
sary to make this retardation coil of very stable 
inductance by using a comparatively large 
amount of iron, since a coil with less stable 
characteristics would cause excessive thump, 
due to the generation of harmonics. 

The telephone branch consists of series con- 
densers and a low-inductance repeating coil or 
transformer and has high impedance and attenu- 
ation for line currents of telegraph frequencies, 
but has little effect upon telephone transmission. 
It supplements the telegraph branch in reduc- 
ing thump and also serves to limit mutual inter- 
ference between telephone signaling and _ tele- 
graph. The repeating coil is also used for 
deriving the phantom circuit in the usual 
manner. 

The composite set is sufficient to limit re- 
ceiving-end thump to a harmless amount, but 
greater protection is necessary against sending 
end thump. In order that the additional equip- 
ment for this purpose may have the minimum 
effect on telegraph transmission, it is placed in 
the transmitter branch where it affects out- 
going signals only. It consists of series in- 
ductances and bridged capacities to suppress 
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the high-frequency components of the telegraph 
impulses as in the composite set; the mutual 
inductance of the coils is made small so that 
they may be effective in reducing thump in the 
phantom circuit. In  single-commutation re- 
peaters, another coil is necessary in the trans- 
mitter branch to prevent excessive phantom 
circuit thump. This coil is connected with its 
windings parallel-aiding as regards the phantom 
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Figure 15—Intermediate Compositing Arrangements 


circuit and therefore is series-opposed or non- 
inductive for the metallic telegraph operating 
~ currents. An examination of the circuits will 
show that in double-commutation, operation of 
the telegraph impresses voltage on the phantom 
circuit only if the two transmitting tongues fail 
to operate in exact synchronism; in single-com- 
mutation, voltage is impressed on the phantom 
circuit by the normal operation of the t ans- 
mitter, since the telegraph current, being unbal- 
anced, has a large longitudinal component. 

To preserve the duplex balance when using 
a composited line, a composite balancing set, 
consisting of a series coil and a bridged con- 
denser, is provided for insertion in the artificial 
line branch, as shown in Figures 10 and 13. 

To protect the receiving relay from interfer- 
ence from the 135-cycle current used for tele- 
phone signaling, a resonant shunt is_ bridged 
across the telegraph set on the line side of the 
receiving relay and a balancing shunt is bridged 
across the set on the artificial-line side. A sin- 
gle coil is made to serve for both of these shunts, 
one winding being placed in the line side and the 
other in the artificial-line side. 

Twenty-cycle ringing current, which is used 
for signaling in the local terminal equipment of 
the telephone circuit, and operation of the tele- 
phone receiver switch-hook, give rise to tran- 
sient currents which tend to harm telegraph 
transmission. To minimize this effect, a con- 


denser is connected between windings of the 
repeating coil. 

Since metallic telegraph repeaters are spaced 
about 100 miles (160 km.) apart and telephone 
repeaters on many circuits about 50 miles 
(80 km.), means must be provided for passing 
the telegraph currents around the intermediate 
telephone repeaters. This is done by inserting 
an “intermediate” 
of the telephone repeater and connecting the 


composite set on each side 


telegraph branches together through a ‘‘by- 
pass’’ set. This arrangement is shown in 
Figure 15. The intermediate composite set is 
very similar to the terminal composite set. The 
by-pass set consists of a retardation coil of high 
inductance and little mutual inductance be- 
tween windings, with or without a resonant 
shunt. The purpose of this by-pass set is to 
keep the amplification characteristic of the tele- 
phone repeater from being affected by currents 
feeding back through the telegraph branches of 
the composite sets from the output into the 





16—Installation of Metallic Telegraph 


Repeaters—Terminal Type 


Figure 


input of the telephone repeater. For four-wire 
telephone circuits, on which repeaters work with 
comparatively high amplification, it is necessary 
to bridge a shunt, resonant at about 135 cycles 
per second, at one end of the by-pass to prevent 
excessive feedback at 135 cycles per second and 
neighboring frequencies. It is grounded in the 
middle and two coils are provided, connected so 
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that one will be effective for the side circuit and 
the other for the phantom circuit. For two- 
wire telephone circuits the resonant shunt is 
unnecessary. 


EQUIPMENT ARRANGEMENTS 
The terminal-type repeater is assembled as a 


complete unit at the time of manufacture and 
therefore the installation work consists only in 





17—Metallic Telegraph Repeater—Terminal 
Type 


Figure 


arranging the repeaters in rows and connecting 
the line conductors, loops and batteries to the 

A typical installation is shown 
A terminal and a through re- 


terminal strips. 
in Figure 16. 
peater are shown in Figure 17 and Figure 18, 
respectively. 

The artificial-line equipment is mounted in 
the upper section of the repeater. Condenser 
switches, dial-type resistance switches, milam- 
meters and miscellaneous keys are mounted on 


On the 
back of the panel, immediately behind the dial 
units. 


a hinged panel of insulating material. 
switches are the asscciated resistance 
The condensers which form part of the artificial 
line are stacked up in the space immediately 
behind the panel. The apparatus in the arti- 
ficial line section is divided, so that the equip- 
ment which balances the cable pair is on the 
right side and that associated with the loop or 
ground-return section is on the left side. 

Below the hinged panel is the keyshelf, on 
which are mounted the loop and line sounders 


and the monitoring telegraph key. At the rear 





Figure 18—Metallic Telegraph Repeater—Through 
Type 


of the keyshelf and fastened perpendicularly to 
it isa panel on which are mounted the switching 
keys for controlling the battery connections and 
for arranging the repeater to work under various 
circuit conditions. Underneath the keyshelf is 
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a section for the condensers in the transmitter 
branch, the spark-killers and the vibrating 
circuit. 

In the lower section of the repeater is a small 
mounting plate carrying the relays and the re- 
sistance units associated with the spark-killers 
and vibrating circuit. The lower end of this 
mounting plate is hinged so that it may be 
swung forward, thereby giving access to con- 


o 


nd Transmitter 
Branch Unit 





Figure 19—Rack-Mounted Metallic Telegraph Re- 
peaters—Through Type 


nections of apparatus mounted onit. Below this 
is a terminal strip for the lines, batteries and the 
sending and receiving legs. Below the terminal 
strip and just above the floor are the retarda- 
tion coils used in the transmitter branch. 

A terminal repeater stands 62 in. (1.57 m.) 
high and occupies a space 14 in. (36 cm.) wide 
and 12 in. (30 cm.) deep and weighs about 
220 Ibs. (100 kg.). The kevshelf is about 40 in. 
(1 m.) above the floor. On the top of the re- 
peater is mounted the operator's ‘‘calling-in”’ 
lamp. 


The floor-mounted type of through repeater 
has the same equipment assembly for both the 
east and west sides and these are practically the 
same as the portion of the terminal repeater 
which operates on the cable section. The 
equipment in the right-hand section of the 
through panel is for repeating signals from the 
east line to the west line, and the left vice versa. 
This repeater weighs about 230 pounds (105 kg.) 
and occupies the same space as a_ terminal 
repeater. 

The rack-mounted through repeater was de- 
veloped after experience with the floor-type had 
shown how little monitoring attention was re- 
quired. For that reason the repeater was sim- 
plified by the elimination of the line meters 
and monitoring apparatus. A unit termed a 
“monitoring unit’ is provided for a group of 
about seven repeaters, and it can be connected 
into any one repeater by means of cords and 
plugs. A rack-type repeater consists of three 
units, the relay and transmitter-branch unit, 
the balancing-composite unit, and the artificial- 
line unit. Each of these units consists of a steel 
panel with necessary apparatus, arranged for 
mounting on two upright standard I-beams, 
thus forming a ‘‘bay.’’ Generally there are four 
repeaters, or three repeaters and a monitoring 
panel per bay. Figure 19 shows an arrange- 
ment of repeaters on racks having a height of 
about 90 in. (2.3 m.). This type of repeater 
is supplied for single-commutation operation 
only, whereas both forms of ‘“‘floor-mounted”’ 
repeaters are supplied for double-commutation 
operation. Considerable economy in first cost 
and maintenance is secured by the use of this 
rack-mounted equipment. 


OPERATION AND MAINTENANCE 


The metallic telegraph repeaters require com- 
paratively little attention on the part of repeater 
attendants. Under normal operating conditions 
one man takes charge of about 24 terminal re- 
peaters or 40 through repeaters. The duties of 
of the repeater attendants consist mostly in 
maintaining satisfactory impedance balance of 
the artificial lines against the real lines. This 
balance is, of course, more exacting for full-duplex 
operation than for half-duplex. The capacity 
balance varies only a slight amount. Variations 
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in resistance balance are caused by temperature 
changes, the average daily variation being about 
6 per cent. The differential milammeter is used 
as an indicator in determining the resistance and 
capacity values required to obtain a balance. 

The equipment maintenance work required 
for these repeaters is exceedingly small. Fora 
typical installation of 200 repeaters, the adjust- 
ment of relays and general maintenance will 
necessitate not more than four or five man- 
hours per day. 

The maintenance schedule for adjusting the 
relays is somewhat variable, depending upon the 
type of circuit in which they are operating. In 
general, a 209-FA relay in a terminal repeater 
will give uninterrupted service for two to three 
months and in a through repeater for four to six 
months. The 215-A relays are adjusted about 
every three weeks when used as “‘break”’ relays 
and every six months operating as pole-changing 
relays. 

With proper maintenance the transmission of 
the metallic telegraph system is such as to fur- 
nish high-grade half-duplex manual service for 
distances up to 2,000 miles (3,200 km.) or more. 
For the longer distances, the signal propagation 
time is increased to an amount which makes the 
time required to ‘‘break”’ appreciable, but not 
objectionable. For half-duplex printer operation 
the metallic circuits are satisfactory for speeds 
up to about 19 dots per second, which corres- 


ponds to about 300 characters per minute for 
the start-stop type of printer. 

For full-duplex service, the metallic system 
affords very good transmission with manual 
operation for distances up to 1,000 miles or more. 
With careful maintenance of duplex balances, 
such a circuit is satisfactory for full-duplex 
printer operation at speeds up to about 16 dots 
per second, corresponding to about 260 char- 
acters per minute for start-stop printers and 
385 for multiplex printers. 

It is of interest to note that metallic circuits 
in cable are much more dependable and less 
subject to interruption than open-wire circuits. 
Such data as are available indicate that the 
annual lost time on a long metallic cable circuit 
is only about one-tenth as great as that on a 
ground-return polar-duplex circuit of the same 
length over open wire. 


COMMERCIAL USE 


At the present time there are in operation in 
the Bell System about 55,000 miles (89,000 km.) 
of metallic telegraph circuits of this type of 
which 30,000 miles (48,000 km.) are worked on 
a composited basis. Approximately 20 per cent 
of the total mileage is operated full-duplex. 
There are now installed in the plant about 
430 through repeaters and 1,050 terminal 
repeaters. 





Voice-Frequency Carrier Telegraph System for Cables* 
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Synopsis: Carrier telegraph systems using frequencies 
above the voice range have been in use for a number of 
years on open-wire lines. These systems, however, are 
not suitable for long toll cable operation because cable 
circuits greatly attenuate currents of high frequencies. 
The system described in this paper uses frequencies in 
the voice range and is specially adapted for operation on 
long four-wire cable circuits, ten or more telegraph circuits 
being obtainable from one four-wire circuit. The same 
carrier frequencies are used in both directions and are 
spaced 170 cycles apart. The carrier currents are supplied 
at each terminal station by means of a single multi- 
frequency generator. 


TELEGRAPH system has recently been 
developed which utilizes the range of 
frequencies ordinarily confined to tele- 

phonic communication. It represents a special 
application of the carrier method of multiplexing 
telephone and telegraph circuits, which has 
already been described.' 

The new system has been designed particu- 
larly for application to four-wire telephone 
circuits. Installations have been made at New 
York and Pittsburgh, by means of which ten 
telegraph circuits are derived from one four-wire 
telephone circuit extending between these cities. 
Additional installations are planned and under 
way in which it is expected that a greater num- 
ber of telegraph circuits will be obtained from 
each four-wire telephone circuit. 

Experience in commercial service extending 
over a considerable period has fully demon- 
strated the effectiveness of this system. 


GENERAL FEATURES 


In a general way, the voice-frequency system 
resembles the high-frequency carrier system for 
open-wire lines, which has been described in the 
paper referred to above. The most important 
differences are that the voice-frequency system 
uses (1) a four-wire cable circuit instead of a 
two-wire open-wire circuit, (2) the same fre- 
quencies for transmission in both directions, (3) 

* Presented at the Midwinter Convention of the A. I. 
E. E., New York, N. Y., February 9-12, 1925. 

'Carrier-Current Telephony and Telegraphy, E. H. 
Colpitts and O. B. Blackwell, Transactions, A. I. E. E., 
1921, page 205. 


frequencies of the voice range rather than the 
higher frequencies used in open-wire carrier 
telegraph systems, (4) a multi-frequency gen- 
erator instead of vacuum tube oscillators to 
supply the carrier currents and (5) fixed band 
pass filters instead of adjustable tuned circuits 
for segregating the several telegraph circuits. 
Figure 2 shows in a simplified manner the 
essentials of the telegraph system under dis- 
cussion. Reference to Figure 1, which shows a 
four-wire telephone circuit,” will make clear how 
the line portion of the telegraph system is de- 
rived from such a telephone circuit. As indica- 
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ted in Figure 1, the four-wire cable circuit uses 
two pairs of wires, one pair for transmission in 
each direction. When a voice-frequency tele- 
graph system is applied to a telephone circuit the 
four-wire terminating sets, which normally ter- 
minate the circuit when used for telephone purpo- 
ses, are removed and_ voice-frequency carrier 
telegraph equipment is substituted. 

Signal Traced Through System. A general lay- 
out of the system is shown in Figure 3 and, in 
describing the operation, reference is made to 
this figure. The path of a signal from the send- 
ing operator to the receiving operator, on one 
of the ten two-way circuits will be considered. 

2 Telephone Transmission Over Long Cable Circuits, 


A. B. Clark, Transactions, A. I. E. E., Vol. XLII, 1923, 
page 86; Electrical Communication, Vol. I, No. 3, 1923. 
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To produce a spacing signal the sender opens 
his key (shown at the left of the figure) which 
causes the sending relay to operate so as to short- 
circuit the source of alternating current. To 
produce a marking signal the key is closed, 
which causes the sending relay to operate and to 
remove the short circuit. This permits the 
alternating current from the generator to flow 


freely into the filter. This sending filter is so 
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constructed as to permit relatively free passage 
of current frequency near the particular carrier 
frequency for which it is designed. For other 
frequencies the filter practically shuts off the 
current. 

After passing through the filter the current 
mingles with currents from other channels and 
all are transmitted over the line as a resultant 
composite current. After flowing through the 
line in this mixed-up condition, the currents 
encounter the receiving filters which resemble 
the sending filters in that each transmits a 
relatively narrow range of frequencies in the 
neighborhood of the carrier frequency for which 
it is designed, and in that it acts substantially 
as an open circuit to other frequencies. By 
means of these receiving filters the currents are 
separated and each flows freely into its own 





channel. After passing through the receiving 
filter the current enters the detector whose 
function is to convert the alternating current 
signals into direct-rurrent signals which are 
capable of actuating the receiving relay. The 
receiving relay in turn transmits direct-current 
signals to the receiving operator’s sounder or 
local relay. 

This sequence of ievents is illustrated in the 
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series of oscillograms of Figure 4, which shows 
the different forms of a group of telegraph 
signals in the 425-cycle channel, from the time 
when as d-c. impulses they flow through the 
sending relay windings, to the time when again 
as d-c. impulses they flow through the receiving 
relay and sounder circuit. It shows (a) their 
form in the sending relay and telegraph key 
circuit, (b) their translation into alternating 
current prior to passing into the sending filter, 
(c) their mingling with other similar impulses of 
different carrier frequencies after passing through 
the sending filter and on to the line as a single 
resulting wave flowing through the four-wire 
circuit, (d) their form after separation from the 
other channels by the receiving filter and (e) 
their final form in the receiving sounder circuit. 
The points where the oscillograms were taken 
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are shown in Figure 2 at a, b, c, d, and e, the 
cases being correspondingly denoted on the 
oscillograms. 

Carrier Frequencies. The carrier frequencies 
are so chosen as to be odd multiples of a basic 
frequency of 85 cycles per second. The lowest 
frequency used is the fifth multiple of 85 cycles, 
that is, 425 cycles per second. Starting with 
this frequency, the carriers are spaced at 170- 
cycle intervals from their nearest neighbors, so 
that in the ten-channel system the uppermost 





Figure 4 


frequency is 1955 cycles per second. Each 
channel has assigned to it a range of frequencies 
85 cycles above and below its own frequency. 
For example, the channel using a carrier fre- 
quency of 1105 cycles has assigned to it the 
range between 1020 to 1190 cycles. Choosing 
the carrier frequencies in this manner and plac- 
ing each carrier midway in the band of fre- 
quencies assigned to it, has the effect of giving 
maximum discrimination against interfering 
frequencies generated in the various vacuum 
tube repeaters. As is well known, when a num- 
ber of frequencies are transmitted simultaneously 
through a vacuum tube, currents which cause 
interference are generated due to small depar- 
tures from linearity on the part of the tube 
characteristic. Some of the most important 
of these currents have frequencies equal to the 
sum and difference of the frequencies of the 
transmitted currents taken in pairs. Since the 
carrier frequencies are all odd multiples of the 
common frequency, 85 cycles, it follows that the 
sum and difference of the frequencies are even 
multiples of 85 cycles and therefore are located 


midway between the carrier frequencies. This 
permits obtaining the maximum discrimination 
against these interfering frequencies by means 
of the filters, of which the characteristics are set 
forth below. 

The number of carrier telegraph circuits which 
can be derived from a single four-wire cable 
circuit depends on the type of loading and, to a 
less extent, on the length of the circuit. It has 
been mentioned above that at the present time 
ten two-way carrier telegraph circuits are oper- 
ated simultaneously over a four-wire circuit 
between New York and Pittsburgh, a distance 
of about 400 miles (644 km.). This is not, how- 
ever, the maximum possible number of telegraph 
circuits which can be derived from the type of 
circuit used with this installation. Four-wire 
circuits which are loaded with coils of small 
inductance transmit a wider range of frequen- 
cies and are already in use for telephone pur- 
poses. If such circuits were used instead of the 
type employed with the present installation, at 
least fifteen two-way carrier telegraph circuits 
could be obtained. 


DESCRIPTION OF APPARATUS 


Carrier Current Generator. Vacuum-tube oscil- 
lators are the source of the carrier current in 
carrier systems previously developed. In this 
system, however, all the carrier currents for the 
ten channels are obtained from a compact multi- 
frequency generator driven by a motor built into 
the same housing with the generator. 

The generator is an inductor-alternator de- 
signed to generate currents of ten different 
frequencies in ten different magnetic circuits 
electrically independent of each other. The 
machine has two field coils common to all the 
stators. The exciting current for these two 
windings is supplied by a storage battery. On 
the pole arc of each stator opposite each of the 
narrow disk-like rotors, mounted in a row on the 
shaft, are cut a number of slots, the number per 
unit length depending on the frequency to be 
generated. The stator windings for each circuit 
are placed in these slots. The rotor belonging 
with each stator has a corresponding group of 
slots cut in it but no windings are placed in these 
rotor slots. The result is equivalent to ten 
separate alternators except that the field excita- 
tion is common to all. The flux in any stator 
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tooth is greatest when a rotor tooth is opposite 
it and least when a rotor slot is opposite it. 
This variation in flux in the stator teeth as the 
rotor moves induces the voltage in the windings 
on these teeth. All the windings of a given 
stator are connected in series, so the total 
voltage generated in each stator is the sum of 
the separate voltages in the several windings. 
A comparatively small generator is able to 
supply carrier currents to several ten-channel 
systems because, by using terminal repeaters or 
amplifiers (Figure 3) the amount of energy 
required to operate each telegraph channel is 
very small, and no channel produces any notice- 
able interference in another drawing current 
from the same stator winding. The terminal 
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Figure 5—Characteristics of Filters 


voltage of each stator is 0.7 volt and a current of 
40 mils may be drawn from it without producing 
a change in terminal voltage sufficient to cause 
interference in any telegraph circuit drawing 
current from the same set of windings. 

The driving motor is a small shunt-wound 
machine which receives its energy from a 24- 
volt storage battery. The speed of the motor is 
maintained accurately at 1700 rev. per min. by 
means of a centrifugal type of governor which 
controls the amount of current flowing through 
the shunt field winding. As the stability of 
the carrier frequencies depends on the constancy 
of the motor speed, it is necessary that the gov- 
ernor control the speed within narrow limits. 

As a means of checking the speed of the 
generator an electrical frequency indicator is 
provided. This device is connected to and 
indicates the frequency of one of the generator 
circuits. As the frequency of an alternator is 
directly proportional to the speed it gives an 


indication of the correctness of the speed and 
also of all frequencies produced by the generator. 

Filters. Figure 5 shows the transmission 
characteristics of the transmitting and receiving 
filters. These filters are designed to transmit 
as wide a range in the neighborhood of the carrier 
frequencies as is necessary to secure the desired 
quality of transmission and at the same time 
exclude interfering currents, whether they be 
caused by foreign interference, direct trans- 
mission from other channels, or distortion in the 
repeater tubes. The principal interfering cur- 
rents due to the latter are located 85 cycles on 
either side of the carrier frequencies. The 
receiving filters have been designed to reduce 
these interfering currents to about 10 per cent of 
their original value. 

In addition to screening out any undesired 
frequencies produced in the generator windings, 
the sending filters have the following more im- 
portant functions. Each sending filter presents 
a high and comparatively non-dissipative im- 
pedance to the currents issuing from the other 
sending filters and also “rounds off’’ the impulses 
of the modulated carrier wave passing through 
it. The modulation of the carrier current by 
the sender’s key produces what is called a 
‘“‘square’”’ wave, that is, a wave containing not 
only the carrier plus and minus the frequency 
at which the key is operated but also the carrier 
plus and minus a large number of multiples 
of the frequency. Some of the component 
frequencies of this transmitted wave not only 
are found unnecessary in reproducing the trans- 
mitted signal at the receiving end but also lie 
within the range of adjacent channels and pro- 
duce interference in them unless screened out 
by the sending filter in the channel in question. 

The effect of the sending and receiving filters 
in “‘rounding off’’ the modulated carrier wave, 
that is, in screening out the objectionable com- 
ponents of the signal wave, is shown by the 
oscillograms of Figure 4. The combined effect of 
the two filters on the shape of the modulated 
carrier may be seen by comparing oscillograms 
(b) and (d) of this figure, which show respect- 
ively the appearance of the modulated wave 
before it enters the sending filter and after pass- 
ing through the sending filter, over the line 
and through the receiving filter. Another 


interesting point in connection with these 
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oscillograms is the time lag due to the circuit 
which is shown by the relative differences in 
position of the two waves referred to above. 
Owing to the limitations imposed by the ordinary 
oscillograph all of the traces shown in Figure 4 
were not taken simultaneously. This accounts 
for minor inconsistencies which are revealed by 
a careful inspection. 

Detector. The detector receives alternating 
current signals from the line after the signals 
belonging to that particular channel have been 
selected by the receiving filter. It consists of 
two vacuum tubes in tandem, the first tube 
(Figure 3) amplifying the received signals, and 
the second converting them into direct-current 
pulses which operate the receiving relay. The 
receiving relay then repeats these telegraph 
signals into the receiving direct-current circuit 
which contains the receiving sounder. 

To improve the operation of the receiving 
relay a device called an accelerating circuit or 
“kick” circuit, such as is used in open-wire 
carrier-telegraph systems, is interposed between 
the detector tube and the receiving relay. This 
circuit is obtained by introducing a transformer 
whose high-voltage side is connected in series 
with the detector tube and a winding of the re- 
ceiving relay and whose low-voltage side is con- 
nected to another winding of the relay. When 
the current in the high-voltage side is constant, 
there is no current in the low-voltage side, but 
if the former current suddenly changes, as at the 
beginning or end of a marking signal, there is a 
sudden rush of current in the low-voltage circuit 
which has the effect of causing the relay to 
operate promptly and positively. 

Relays. As shown in Figure 3, the sending 
and receiving relays are of the polar type. These 
relays are identical and interchangeable with 
those used in the metallic and open-wire carrier- 
telegraph systems. 

Power and Testing Equipment. 
opment of the voice-frequency carrier telegraph 
system, the central thought was the desirability 


In the devel- 


of designing a system which would fit into the 
existing cable telephone and telegraph plant. 
It has been possible to use the standard voltages 
obtainable from the storage batteries in such 
plants without exception. 

In line with the policy of simplifying this new 
system as far as possible, the amount of auxiliary 


testing apparatus was reduced to a minimum. 
This policy has been assisted by the stability of 
the cable circuits and the use of a multi-frequency 
generator as a source of carrier currents. Only 
two pieces of special testing apparatus are used 
at each station, namely, the frequency indicator, 
and a thermocouple voltmeter for checking the 
alternating voltage in each generator circuit. 


LINE AND REPEATERS 


As has been pointed out elsewhere in this 
paper, the voice-frequency carrier telegraph 
system was designed primarily for use on small- 
gage, four-wire cable circuits. These circuits are 
loaded and provided with vacuum tube repeaters 
at 50 to 100-mile (80.5 to 161 km.) intervals, 
depending on the weight of loading used. The 
repeaters used in long toll circuits are similar 
to those described at an earlier date.* The 
characteristics of the long cable circuits used in 
voice-frequency carrier telegraph transmission 
have also been described in a more recent 


paper.’ 


EQUIPMENT FEATURES AND ARRANGEMENTS FOR 
GIVING SERVICE 


The apparatus which is associated with each 
of the ten two-way circuits in this system has 
been segregated according to function and each 
group of apparatus performing the same func- 
tion, such as the detector, has been mounted on 
a separate steel panel. Each one of these panels 
forms a unit in itself. This type of construction 
allows the substitution of new apparatus per- 
forming some particular function in the system 
without an expensive redesign. Thus, it is pos- 
sible to install future improvements in the 
several cricuits of the system in an economical 
manner. 

These unit panels are mounted on pairs of 
vertical I-beams and the combination is termed 
a “bay.” The bays are of different heights, 
depending on the requirements of the office in 
which they are installed. Figure 6 shows a 
line-up of so-called low-type bays (about five 
feet high) in the Pittsburgh office. Each bay 
in this line-up contains sufficient equipment to 

8’ Telephone Repeaters, by Bancroft Gherardi and 
Frank B. Jewett, Transactions, A. I. E. E., 1919, page 1287. 

4 Clark, Loc. cit. 
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provide for the transmission and reception of 
signals at the Pittsburgh terminal of one of the 





Figure 7 


ten two-way telegraph circuits. Figure 7 shows 
a line-up of similar equipment in the New York 
office, this layout differing from the one in 





Pittsburgh in that it uses high instead of low- 
bays. Each bay in this line-up contains suff- 
cient terminal equipment for two of the ten two- 
way telegraph circuits. 

In addition to the bays described above there 
are three bays, carrying auxiliary equipment. 
This auxiliary equipment consists primarily of 
control and testing apparatus for batteries and 
carrier supply. Two of these bays, namely, the 
generator and carrier supply bays are shown in 
Figure 8. This figure shows two of the multi- 
frequency generators (one a spare machine) 





Figure 8 


described above, and the carrier testing equip- 
ment. The control equipment associated with 
these machines is mounted on the panels above 
the generator and the frequency indicator is 
mounted on the panel to the right of this control 


apparatus. 


SWITCHING AND MONITORING ARRANGEMENTS 


The monitoring arrangements, which enable 
the attendant to check the quality of signals 
passing over a circuit or to trace trouble quickly 
and easily, are similar to those now in use in 
the open-wire carrier and metallic telegraph 
systems. These arrangements are described in 
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the paper on the metallic telegraph system ° and, 
therefore, will not be given in detail here. In 
a general way it may be said that switches and 
meters are provided to connect the telegraph 
batteries to local apparatus, to provide either 
one-way or two-way service and to facilitate 
repeating to other telegraph systems. 


CAPABILITIES OF SYSTEM 


Field tests over the New York-Pittsburgh 
system have shown that each telegraph circuit 
derived therefrom is of high grade, allowing 
signal speeds of 35 to 40 cycles per second. That 
is, with machine sending, it is possible to trans- 
mit 140 to 160 words per minute (five letters 
and a space per word) each way over each 
telegraph circuit. Considerably higher speeds 
may, of course, be obtained by widening the 
frequency range assigned to each telegraph 
circuit. 

The New York-Pittsburgh system may be 
used in connection with a multiplex printing 
telegraph system and three printer messages 
may then be sent simultaneously in either 
direction on each carrier circuit. Assuming 50 
words per minute as the working speed for each 
of the three printers a total of 1500 words per 
minute could be transmitted simultaneously in 
either direction over the ten circuits. 

A simple numerical example will indicate what 
is technically possible by the application of this 
type of telegraph system to toll cables. A toll 


5 Metallic Polar-Duplex Telegraph System for Long 
Small-Gage Cables, Electrical Communication, Vol. III, 
No. 4, 1925. 


cable 2 5/8 inches (6.7 cm.) in diameter contains 
about 300 pairs of No. 19 B. & S. gage (0.91 
mm.) conductors. Utilizing the phantom cir- 
cuits this gives a total of 225 four-wire circuits. 
Counting 30 messages in each direction per four- 
wire circuit it is evident that it is technically 
possible to transmit 6750 messages in each 
direction simultaneously. 

The “break” feature of this system is satis- 
factory. It functions in a manner similar to 
that used with the metallic telegraph system. 
It takes about 0.1 second to transmit a ‘‘break’”’ 
signal over a 1000-mile (1610 km.) circuit. 


FIELDS OF APPLICATION 


It will be evident that while the foregoing 
description assumes that this system is applied 
to four-wire circuits, it could be readily applied 
to two-wire circuits by transmitting half of the 
carrier frequencies in one direction and the 
other half in the opposite direction. Further- 
more, if the impedance characteristic of the line 
could be reproduced with sufficient accuracy in 
networks to balance the line at the repeaters, 
the same frequencies could be transmitted in 
both directions and as many of them could be so 
transmitted as the natural ‘“‘cut-off’’ of the line 
would permit. 

While the voice-frequency carrier telegraph 
system has been designed primarily for use on 
an ordinary telephone circuit, the system may be 
applied to carrier telephone or radio telephone 
channels without involving radical changes in 
either the telegraph system or the telephone 
circuit to which it is applied. 
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A New Keyboard Perforator for the Baudot Printing 
Telegraph Svstem 
) / 
By A. E. THOMPSON 


European Engineering Department, International Western Electric Company 


HE invention by Emile Baudot in 1875, 
of his multiplex printing telegraph sys- 
tem, marks one of the most clear-cut 
The fact that in 
his native country, France, as well as in Great 


stages in telegraph history. 


Britain, it is still in extensive use, and that 
modern multiplex systems have been developed 
on similar lines, is a tribute to the soundness of 
the principle it embodies. 

\ new step forward in the improvement of 
the Baudot system has been taken by Colonel 
Booth and Mr. Willmot, of the British Post 
Office, who have jointly invented an ingenious 
device which enables a Keyboard Perforator 
with only three rows of keys, together with a 
IKXeyboard lay-out in accordance with standard 
typewriter practice, to be used for the Baudot 
five-unit code. 

As the Baudot system in its usual form is 
well known to most telegraph engineers, it will 
only be necessary here, as a preliminary, to 
describe briefly its operating features in order 
to explain the principles and outstanding ad- 
vantages of the Perforator in which the new 
invention is embodied. 

The Keyboard in general use for manual trans- 
mission has five piano-type keys, and the alpha- 
bet is signalled by depressing these keys accord- 
ing to the table shown in Figure 1. The first 
three fingers of the right hand control the keys 
1, 2 and 3, and the first two fingers of the left 
hand, the keys 4 and 5. The same permuta- 
tions are used for figures, and for other symbols, 
as for the alphabet. This is made possible by 
an inversion mechanism in the receiving printer 
which shifts the typewheel into the desired posi- 
tion upon receipt of a control signal (‘‘ Figure 
space,’ or “Letter space,’’) much in the same 
way as on the ordinary typewriter. 

The mechanism by which the signal impulses 
are transmitted over the line is shown dia- 
gramatically in Figure 2. The revolving dis- 
tributor brushes, DB, successively connect the 
segments of the outer ring to the adjacent con- 


tinuous ring, and thus to the line. Each of the 
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five segments on the outer ring is connected to 
a signaling key at one end of the line and to an 
electro-magnet in the receiving printer at the 
other end. The distributor brushes at the two 
stations are driven in unison and in phase, so 
that at every revolution the signaling keys are 
connected to the line at the same instant as the 
printer electro-magnets are connected to the 
armature of the receiving polar relay. 

As the keys normally rest against the nega- 
tive or ‘‘spacing’’ busbar, the armature of the 
receiving relay is held in the position shown, 
and the printer is not actuated. 








KEYBOARD 


Figure 2—Principle of Baudot Transmission 


When one or more of the keys are depressed, 
a permutation of five positive and negative 
impulses is transmitted to line, the correspond- 
ing printer electro-magnets are energized, and 
the desired character is recorded. 

With this method of transmission it is neeces- 
sary first to provide a warning signal, so that 
the operator may know at what instant to de- 
press the keys. Next, it is necessary to ensure 
that the operated keys do not rise again until 
the distributor brushes have passed over the last 
sending segment. These requirements are met 
by a ‘‘Cadence’’ mechanism. When the keys 
are depressed, they are held mechanically by 
five hooks, until the local brush passes on to 
the cadence segment CS. At this instant an 
electro-magnet in the keyboard is energized, 
and its armature releases the keys and gives a 


warning click to the operator. As soon as the 
local brush passes off the cadence-segment, 
the armature falls back and the keys which 
have been depressed are again locked. 

When automatic transmission is used, the 
five-key keyboard is replaced by a tape-operated 
transmitter and a keyboard perforator. This 


method of transmission has important advan- 
tages both from the standpoint of line economy 
and operator ouput. 

With direct keyboard transmission, every 
time the operator stops, to sign and ‘‘time’’ a 
telegram, the line is idle. With automatic 
transmission, however, as the operator no longer 
transmits direct to line, the actual traffic han- 
dled more closely approaches the theoretical 
traffic-carrying capacity of the system. The 
operators, moreover, are not required to per- 
form the mental task of translating the signals 
into the Baudot code and to set up the com- 
binations on the keyboard. As this work is 
done mechanically, the operators need only pos- 
sess typing skill and, therefore, instead of re- 
stricting the speed of the Baudot system to 30 
words per minute per channel, as is at present 
necessary because of operator limitations, it 
should now be practicable to increase the speed 
to 35 or 40 words per minute without imposing 
any additional strain upon the staff. 

The Automatic Tape Transmitter, Figure 3, 
consists essentially of five contact-levers con- 





Figure 3 


trolled by a paper tape previously prepared by 
means of the keyboard perforator. The opera- 
tion of the mechanism is as follows :— 

When the local distributor-brush passes over 
the cadence-segment, the transmitter electro- 
magnet is energized and its armature first de- 
presses the five selecting pins SP, Figure 4, 
and then the rocker bar RB. The rocker-bar 
raises the pawl P, and thus rotates the star- 
wheel SW, stepping the tape forward one char- 
acter. All the contact levers now rest against 
the ‘“‘spacing’’ bus-bar. Immediately the elec- 
tro-magnet is de-energized, the selecting pins 
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are free to rise, but they can only do so if there 
is a hole for them to pass through in the paper 
tape. The pins which do pass through the tape 
raise their horizontal arms, HA, and their cor- 






Figure 4—Automatic Tape Transmitter 


responding contact-levers, CL, are thus moved 
over to the “‘marking”’ bus-bar: the springs, S, 
being stronger than the contact-lever springs, 
CLS. In this way positive or negative line- 
battery is connected to the five sending seg- 


‘ 


ments, and the signal permutation is trans- 
mitted to line in the manner already described. 

The general appearance of the keyboard per- 
forator is shown in the photograph, Figure 5, 
and the novel feature, which it is one of the main 
objects of this article to describe, is that the 
machine can perforate two entirely different ar- 
rangements of the five unit code. The necessity 
for this is due to the fact that in the Baudot code 
the ‘‘ Upper case’’ and “‘ Lower case”’ characters 
do not correspond to standard typewriter prac- 
tice and, therefore, if each key controlled only 
one signal permutation, the figures would be 
scattered throughout the keyboard instead of 
appearing in proper sequence in the third row 
of keys. From an operating standpoint, such 
a keyboard layout would obviously have serious 
disadvantages. The difficulty could, of course, 
be easily overcome by providing an extra row 
of keys, but in the new perforator this undesir- 
able feature is avoided. 

It is also to be observed that each character 
is perforated across a tape only !} of an inch 
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wide, and as the feed forward for each is only 7o 
of an inch, the Perforator is economical in the 
use of paper. 

Each operating key is mounted at the end of 
a pivoted key-lever, supported at its center by 
a spiral spring, Figure 6. Lying transversely 


When the “Figures’’ key is actuated, the car- 
riage is moved one-eighth of an inch to the right 
and the keys then perforate the tape as shown 
at F, Figure 7, as their key levers now have 
entirely different permutations of notches pre- 
sented to their lower edge. Thus the kevboard 





Figure 6 


beneath the key levers is a movable carriage 
in which five cede bars are mounted, their func- 
tion being to select the punches required to 
perforate the paper tape. The code bars are 
notched in such a way that every key lever 
operates a different combination of code bars. 
Furthermore, two different permutations of 
notches are allotted to each key lever, the one 
effective depending upon the position of the 
movable carriage. For example, when the keys 
are operated with the carriage in its normal or 
“‘Letters’’ position, the tape is perforated as 
shown at L, Figure 7. 


is capable of perforating two different arrange- 
ments of the five unit code. 

The code-bar carriage is moved into the de- 
sired position by operating the ‘“‘Letters,’’ or 
“‘Figures’’ keys, the levers of which engage a 
corresponding knife-edge mounted upon the 
frame of the carriage, Figure 8. The lateral 
movement of the carriage is controlled by a 
spring-mounted jockey-roller, JR, fastened to 
the carriage guide-rods, and shock is avoided by 
suitable buffers. Each code-bar is spring sup- 
ported and is carried by two horizontal links, 
HL, pivoted to one end of the carriage. This 
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arrangement ensures a perfectly perpendicular hinged to a selecting finger, SF, normally rest- 
movement of the code bars. In addition to the ing between the punch-hammer, PH, and one 
five code bars mentioned, a sixth or “‘universal’’ of the five punch-pins, PP. The punch-ham- 
, bar, is mounted beneath the key levers. This mer is operated by the punch-magnet, PM, and 
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Figure 8 


code bar is actuated every time a key is de- its upward movement is such that it can only 
pressed, and it serves to close two contacts in force the punches through the tape when a se- 
the circuit of the punch-magnet. lecting finger rests in its path. It will be ob- 

Each of the five selecting code-bars controls served that the function of the selecting mech- 


a pivoted link, SL, the upper end of which is anism is to withdraw the selecting fingers from 
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beneath punches not required to perforate the 
tape. 

Each punch is supported by a spring, PS. 
One end of this spring is fastened to the punch- 
block, and the other end rests against a stop. 
When a punch is forced through the tape its 
spring restores it as soon as the punch-hammer 
is retracted. A sixth punch-pin, less in diam- 
eter and longer than the others, is forced up- 
wards every time the punch-hammer is actu- 
ated. This punch perforates the small feed-holes 
near the center of the tape, which are required 
for the propulsion of the tape through the Per- 
forator, and ultimately through the Trans- 
mitter. The feed-holes are engaged by a 
star-wheel controlled by a ratchet wheel mounted 
on the same shaft. When the punch-magnet is 


operated, the feed-pawl (inset Figure 8) is with- 
drawn out of engagement with the ratchet- 
wheel, and when it moves forward again it 
rotates the ratchet-wheel and thus advances the 
tape in readiness for the next character. 

In the event of an operator’s finger slipping 
and inadvertently depressing two keys simul- 
taneously, it is possible to correct the tape. 
As more than the required number of selecting 
fingers will in that event have been withdrawn, 
the tape will have been perforated with fewer 
holes than the particular character requires. 
To make a correction, a ‘‘back space”’ key is 
operated which disengages the feed-pawl from 
the ratchet-wheel, by rasing the pin P, and 
then causes the back-space pawl to engage the 
star-wheel and thus to “step back”’ the tape. 








International Western Electric Company 


INCORPORATED 


Head Offices European General Offices 
195 BROADWAY CONNAUGHT HOUSE 
NEW YORK, U.S. A. ALDWYCH, LONDON, ENGLAND 


Affiliated Companies 


Western Electric Company, Limited ........... Aldwych, London, England 
Branches: Birmingham, Cardiff, Glasgow, Leeds, Man- 
chester, Newcastle-on-Tyne, Southampton, Dublin, Cairo, 
Johannesburg, Singapore. 


Bell Telephone Manufacturing Company..............Antwerp, Belgium 
Branches: Berne, The Hague, Brussels, Riga, Reval. 


be Diatiriet TIE. «2 oe he oe cee cena ecns Paris, France 
VELCIONO SHOEI Sees cere oe Cu ell ones BASS HEA e SABER Madrid, Spain 
be ee Milan, Italy 


Branches: Rome. 
Western Electric Norsk Aktieselskap...................4.- Oslo, Norway 
Vereinigte Telephon und Telegraphen Fabrik...... beatae Vienna, Austria 


United Incandescent Lamps and Electrical Company, Limited 
Budapest (Ujpest), Hungary 


Western Electric Company (Australia) Limited......... Sydney, Australia 
Branches: Melbourne, Wellington. 


Nippon Denki Matusik Maisha: .. <i. ...... 0.065504 000% Tokyo, Japan 
Branches: Osaka, Dalny (Manchuria), Seoul (Chosen) 


Sumitomo Electric Wire & Cable Works, Ltd............... Osaka, Japan 
a ee Peking, China 


Branches: Shanghai, Tientsin 


Northern Electric Company, Limited.................. Montreal, Canada 
Branches: Quebec, Halifax, Toronto, London (Ontario), 
Hamilton, Windsor, Winnipeg, Calgary, Regina, Vancouver 


Compania Western Electric Argentina...........Buenos Aires, Argentina 


Sales Offices and Agencies Throughout the World 


To those interested in better communication the International Western Electric Company and its Affiliated Com- 
panies offer the facilities of their consulting engineering departments to aid in the solution of problems in Telephony 


Telegraphy and Radio. 





Printed in U. S. A. 





International 
\\ Weatercs Electric Company | 


AFFILIATED COMPANIES 








